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PART IV 

Private Advertisements and Miscellaneous 

Notifications 


NOTIFICATION 

li is hereby notified for the information of all 
authorities concerned and the public that I, 
S. Vijayalekshmiamma. Arya Bhavanam. koivila P. O.. 
Koivila South. Pin-691 590. Kollam District, holder of 
S.S.L.C. Book No. J 182698 with Register Number 347864 
of March 1997 have changed my signature as shown 
below. 

Old Signature : 

New Signature : 



This change will come into effect in all records 
related to me. 


S. Vijayalekshmiamma. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I. Alevkutty. K. k„ 
Kizhakkekara House. Thadianpadu P.O.. Thodupuzha, 
ldukki-685 602 now working as Anganwadi worker in the 
ICDS Project-Devikulam (additional), holder of S.S.L.C. 
Book No. C 314970 w ith Register No. 263850 of March 
1983. Marriage Certificate with Registration No. 14 92 date 
of Registration 7-4-1992. issued by the Secretary 
(Spl. Grade). Munnar Grama Panchayat and also known as 
Alevkutty in the Ration Card Number 1628034355 (SI. No. 3) 
issued by the Taluk Supply Officer. Thodupuzha on 
13-12-2010 is one and the same person. Hereafter I have 
changed my name as Thulasi Muraleedharan consequent 
on my marriage and have changed my signature as shown 
below. 

Old signature : 

New Signature : 

I he above changes w ill come into effect in all 
records related to me. 

Thodupuzha. 

17-2-2012. 



koivila. 

21-10-2011. 


Aleykutty, k. k. 
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NOTIFICATION 


NOTIFICATION 


It is hereby notified for the information of all 
concerned authorities and the public that I. 
Abdul Rafeeq. K., Kanjirat House. Tharopoyil P.O.. 
Th i m v a 11 ur (Via). Vatakara Taluk. Kozhikode District. 
Pin-673 541, holder of S.S.L.C. No. D 062084 with Register 
No. 5 16651 of March 2001. also known as 
Abdul Rafeeq Kanjirat, in the Passport No. G 0522140, 
issued on 6-11-2006. from the Assistant. Passport Office. 
Kozhikode, and known as Abdul Rafeekh. in the Flection 
II) Card No. FHY 1748573, issued on 7-4-2004. by the 
Flectoral Registration Officer, Meppayur FA Constituency, 
and as Abdul Rafeek, in the Ration Card No. 2161041230 
(SI. No. 2). issued on 11-11-2010. by the laluk Supply 
Officer, Vatakara, is one and the same person. Hereafter I 
have changed my name as Rafeeque. K. and have 
changed my signature as shown below: 


Old Signature 


New Signature : 


— 


This change will come into effect in all records 
related to me. 


Tharopoyil. 

9-1-2012’ 


Abdu. Rai 1.1.0, K. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Zainaba, M. K„ 
Kayakkal House, Narikkuni P.O., Kozhikode Taluk, 
Kozhikode District. Pin-67.3 585. now working as HSA 
Maths in Calicut Girls VHSS, holder of S.S.L.C. Book 
No. F 092175 with Register No. 367493 of March 1986. 
have changed my signature as shown below: 


Old Signature: 




New Signature : 



This change will come into effect in all records 
related to me. 


Zainaba. M. K. 


It is hereby notified for the information of all 
concerned authorities and the public that I, Depeesh, K.. 
Kuniyil House. Ambukulhi Maidanam, Mananthavady 
Post, Mananthavady Taluk. Wayanad District. Pin-670 645 
now working as Peon (Pen No. 442697) in State Water 
I ransport Department Regional Office, Payyannur, holder 
of S. S. L. C. Book No. I 270369 with Register No. 74611 
of March 1997. in the Higher Secondary Examination 
(Class XII) Certificate Book No.l-100 with Register 
No. 16931 issued on 28-5-1999 by the Joint Director 
(Examinations), Department of Higher Secondary 
Examination, Government of Kerala, in the Provisional 
National Trade Certificate No. 27774 with Roll 
No. U 12500014 issued on 10-12-2002 by the Secretary, 
State Council for Vocational Training. National Trade 
Certificate No. I999/F 251683 issued on 27-7-2007. by the 
Secretary, National Council for Vocational Training, in the 
Government of Kerala, Health Services Department 
Disability Certificate No. 130 issued on 24-2-2000 in 
the Identity Card for persons with Disabilities 
No. KL WND MD 98 issued on 30-3-2007 by the District 
Social Welfare Officer, Wayanad. Kalpetta. also known as 
Deepesh (Serial No. 4) in the Ration Card No. 2264003410 
issued on 13-12-2010 by the Supply Officer, 
Mananthavady and in the Flection Identity Card 
No. FYT 1529965 issued on 2-1-2001 by the Electoral 
Registration Officer North Wayanad LA Constituency, is 
one and the same person. Hereafter I have changed my 
name as Deepesh. K. and my signature as shown below: 


Old Signature : 



New Signature : 



Ibis change will conic into effect in all records 
related to me. 

Mananthavady, 

23-2-2012. Dhrhesii. K. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I. Omanakunju. A. R, 
Glory Bhavan, Meppukkada. Malayinkeezhu P. ().. 
Neyyattinkara Taluk. Thiruvananthapuram District. 
Pin-695 571, holder of S.S.L.C. Book No. E 479043 with 
Register No. 214748 of March 1993. Ration Card 
No. 1106173373 (SI. No. 3). issued by the laluk Supply 
Officer, Neyyattinkara. Electoral Identity Card 
No. FDQI037597 dated 27-1-2001, issued by the Electoral 
Registration Officer. Aryanad LA Constituency, have 
changed my name as Suni. A. P. and will sign accordingly. 

This change will come into effect in all records 
related to me. 

Malayinkeezhu. 

24-2-2012. 


Narikkuni. 

5-1-2012. 


Omanakunju, A. P. 
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NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, Sheeja Varghese, 
Rahoboth Villa E 53A, Ganga Nagar, Jayaprakash Lane, 
Kudappanakunnu P.O., Thiruvananthapuram District, 
holder of S. S. L. C. Book No. E 873645 with Register 
No. 135709 of March 1986, Permanent Account 
No. ANLPV1246P, issued from the Income Tax Department, 
Government of India, Driving Licence No. 1/6103/2011, 
dated 9-6-2011, issued by the Assistant LA, 
Thiruvananthapuram, Ration Card No. 1 103165617 
(SI. No. 1), issued by the Taluk Supply Officer, 
Thiruvananthapuram, also known as Sheeja, in the 
Electoral Identity Card No. KL/16/110/390396, dated 
1-7-1998, issued by the Electoral Registration Officer, 
Pandalam Constituency, Certificate of Marriage dated 
13-7-1993, issued from the St. Stephens’s Orthodox 
Cathedral, Kudassanad and known as Sheeja Babu, in the 
Passport No. J 5372096, dated 26-12-2011, issued from the 
Embassy of India, Doha (Qatar), is one and the same 
person. Hereafter I will be known by the name 
Sheeja Babu only consequent on my marriage. 

This change will come into effect in all records 
related to me. 

Kudappanakunnu, 

23-2-2012. Sheeja Varghese. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, Rahim, A., 
Riju Manzil, Thekkeveedu, Kaniyapuram, Kaniyapuram P. O., 
Thiruvananthapuram District, Pin - 695 301, holder of 
Extract of Admission Register with Admission No. 1668 
date of Admission 31-5-1979 issued by the Headmistress, 
Government Boys H.S., Kanyakulangara, also known as 
Abdul Rahim in the Ration Card No. 1 103155506 
(SI.No. 1), issued by the Taluk Supply Officer, 
Thiruvananthapuram, Marriage Certificate with Register 
No. KKMJ/143/1990/AUG/19, dated 16-2-2012, issued from 
the Kumili Muslim Jama Ath, Kaniyapuram, known as 
Abdul Raheem in the Electoral Identity Card 
No. BCC1665363, dated 11-2-2011 issued by the Electoral 
Registration Officer, Nedumangad LA Constituency and 
known as Rahim in the Birth Certificate with Registration 
No. 10007/93 date of Registration 1-11-1993 issued by the 
Registrar of Births and Deaths, Corporation of 
Thiruvananthapuram of my son Riyas Rahim, R. and Birth 
Certificate with Registration No. 595/98 date of 
Registration 12-1-1998 issued by the Registrar of Births 
and Deaths, Corporation of Thiruvananthapuram of my 
daughter Saheera Rahim, is one and the same person. 
Hereafter I will be known by the name Abdul Rahim only. 

This change will come into effect in all records 
related to me. 

Kaniyapura m, 

23-2-2012. Rahim, A. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Blessy Mathai, T. C. 4/898 (20/0726), Chithra Gardens, 
Kawdiar P.O., Thiruvananthapuram, Pin-695 003 holder of 
Matriculation Examination No. 0000298 with Register 
No. 800283 May 2003, Blessy Mathai in the Higher 
Secondary Course Certificate No. 1332929 with Register 
No. 105925 dated 18-5-2005 issued by the Secretary of 
State Board of School Examinations, Tamilnadu, Nursing 
Degree Certificate with Registration No. 66051609 issued 
by the Registrar and Vice Chancellor, Certificate of 
Registration for Nurse with Register No. 109329 dated 
25-4-2011, Certificate of Registration for Midwife with 
Register No. 113196, dated 25-4-2011 issued by the 
President Tamilnadu Nurses and Midwives Council, in the 
Permanent Account Number BAUPB 1218C issued by the 
Income Tax Department, Govt, of India, in the Marriage 
Certificate No. 51804/2011, dated 17-5-2011 with 
Registration No. 2062/2011, date of Registration 7-5-2011, 
issued by the Local Registrar, Thiruvananthapuram 
Corporation, is one and the same person. Hereafter I have 
changed my name as Blessy Lijo Eapen consequent 
on my marriage. 

This change will come into effect in all records 
related to me. 

Kawdiar, 

8-2-2012. Blessy Mathai. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, Mohanadas, R., 
Pournami, Vanda, Karippoor P.O., Nedumangad, 
Thiruvananthapuram, Pin-695 541, holder of S.S.L.C. Book 
No. B47998 with Register No. 296112 of March 1976, also 
known as R. Mohandas in the Driving Licence 
No. 19/321/1986, dated 5-1-2008 issued by Asst. LA 
Parassala, as Mohanannair, R. in the Ration Card 
No. 1105036387 issued by the Taluk Supply Officer, 
Nedumangad, as Mohanan Nair, R. in the Electoral 
Identity Card No. WRS0614495, dated 9-8-2011, issued by 
the Electoral Registration Officer, Nedumangad LA 
Constituency is one and the same person. Hereafter I will 
be known by the name Mohanan Nair, R. only and will 
sign accordingly. 

This change will come into effect in all records 
related to me. 

Nedumangad, 

24-2-2012. 


Mohanadas, R. 
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NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Suresh, A., 
Mekkumkara Puthen Veedu, Karanthala Desom, 
Karippoor P. O., Karippoor Village, Nedumangadu Taluk 
Thiruvananthapuram District, holder of S.S.L.C. Book 
No. H 152636 with Reg. No. 89432 of 1999 March and my 
minor son Sujith, S. holder of Birth Certificate with 
Registration No. 739/2008, dated 14-6-2008 issued by the 
Registrar of Births and Deaths, Nedumangadu 
Municipality and my minor daughter Sujithra, T. S., holder 
of Birth Certificate with Registration No. 1587/2011, dated 
18-10-2011 issued by the Registrar of Births and Deaths, 
Nedumangadu Municipality have embraced Hinduism from 
Christian Cheramar Community as per Suddhi Certificate 
No. 23630/2012, dated 22-2-2012 issued by Arya Samaj, 
Thiruvananthapuram. Hereafter we will be the members of 
Cheramar Hindu Community. 

This change will take effect in all the records 
related to us. 

Nedumangadu, 

23-2-2012. Suresh, A. 


NOTIFICATION 

I, Seena, M., Vadakkekara Puthen Veedu, 
Vellimon, P. O., Kollam Taluk, Kollam District, Pin-691 511, 
do hereby notify for the information of all concerned 
authorities and the public that my Caste which is wrongly 
entered in the S.S.L.C. Book No. G.124141 with Register 
No. 356455 of 1994 March as LC Parava is corrected as 
Latin Catholic vide Certificate No. K.Dis. 57598/B7/2011, 
dated 14-10-2011 issued by the Tahsildar, Kollam. 

This correction will come into effect in all records 
related to me. 

Kollam, 

17-10-2011. Seena, M. 


NOTIFICATION 

I, Biju, F., Kollante Charuvil, Koduvila P. O., East 
Kallada, Kollam, do hereby notify for the information of 
all concerned authorities and the public that my Caste, 
which is wrongly entered in the S.S.L.C. Book 
No. A 203192 with Register No. 470195 of March 1989 as 
Latin Parava is corrected as Latin Catholic vide Certificate 
No. K.Dis. 54761/B7/2011 dated 28-9-2011 issued by the 
Tahsildar, Kollam. 

This correction will come into effect in all records 
related to me. 

Koduvila, 

6-2-2012. Biju, F. 


NOTIFICATION 

It is hereby notified for the information of 
all concerned authorities and the public that I, 
Kunjumon, K., Vallithundil Veedu, House No. 355, Kizhake 
Maranadu, Maranadu P. O., Kottarakkara Taluk, Kollam 
District, Pin-691 505 holder of School Certificate with 
Admission No. 2856 date of Admission 26-5-1980 
issued by the Headmaster, Thevalappuram U. P. S., 
Thevalappuram, also known as Kunjumon in the Ration 
Card No. 1208026558 dated 14-6-2010 issued by the Taluk 
Supply Officer, Kottarakkara is one and the same person. 
Hereafter 1 have changed my name as Rajesh, K. J. and 
will sign accordingly. 

This change will come into effect in all records 
related to me. 

Maranadu, 

24-1-2012. Kunjumon, K. 


NOTIFICATION 

It is hereby notified for the information .of all 
concerned authorities and the public that I, Chinnu John, 
Edupadical Salem, Chenkulam P. O., Oyoor, Kollam, 
Pin-691 510, holder of S. S. L. C. No. I 502787 with 
Register No. 168674 of March 2009, HSE Certificate 
No. 657980 with Register No. 7056115 of March 2011 
issued from Board of Higher Secondary Examination, 
Government of Kerala, in the Ration Card No. 1208087642 
issued by the Taluk Supply Officer, Kottarakkara and Birth 
Certificate with Registration No. 684/93, date of 
Registration 18-5-1993 issued from Adichanalloor Grama 
Panchayat have changed my name as Lydia Mary John 
and will sign accordingly. 

This change will come into effect in all the records 
related to me. 

Kollam, 

6-8-2011. Chinnu John. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, Sajad, F., 
Thekkumkara Veedu, Kaipatta, Vattakarikkakom P. O., 
Kottarakkara Taluk, Kollam District, holder of Extract of 
School Admission Register with Admission No. 6156, date 
of Admission 22-5-1995, issued by the Headmistress, 
S.N.U.P.S., Kollayil, also known as Sajad in the Ration 
Card No. 1208134514 (SI. No. 2) issued by the Taluk 
Supply Officer, Kottarakkara, Electoral Identity Card 
No. FWD2578946, dated 9-5-2002, issued by the Electoral 
Registration Officer, Chadayamangalam LA Constituency 
and known as Sajad Faziludeen in the Passport 
No. G 9946048, dated 12-8-2008, issued by the Passport 
Officer, Thiruvananthapuram is one and the same person. 
I have embraced Hinduism from lslam-Muslim Community 
as per the Suddhi Certificate No. 23628/012, dated 
21-2-2012, issued from Aryasamaj, Thiruvananthapuram 
with a new name Unnikrishnan. Hereafter I will be a 
member of Hindu Religion and will be known by the 
name Unnikrishnan. 

This change will come into effect in all records 
related to me. 

Vattakarikkakom, 

21 - 2 - 2012 . 


Sajad, F. 
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NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, T. Thomas, 
Thoduparambil, Nediyara R O., Anchal, Kollam District, 
holder of Ration Card No. 1209054251, issued by the 
Taluk Supply Officer, Pathanapuram, also known as 
Sasidharan, N. in the S.S.L.C. No. 463665 with Register 
No. 38346 of March 1999 of my son Subhash, S. is one 
and the same person. Hereafter I will be known by the 
name T. Thomas only. 

This change will come into effect in all records 
related to me. 

Nediyara, 

7-2-2012. T. Thomas. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Bindhu, O., 
Sunu Bhavanam, Punnnala, Piravanthoor Panchayat, 
Pathanapuram Taluk, Kollam District, Kerala State, have 
changed the name of my minor son Sunu, S., holder of 
Birth Certificate with the Registration No. 461/01, date of 
Registration 12-2-2001, issued by the Registrar of Births 
and Deaths, Punalur Municipality, Extract of School 
Admission Register with Admission No. 10432, date of 
Admission 27-5-2009 issued from Government V.H.S.S., 
Punnala, in the Ration Card No. 1209118614, issued from 
Taluk Supply Officer, Pathanapuram as Abhishek, S. 

This change will come into effect in all records 
related to him. 

Punnala, 

9-2-2012. Bindhu, O. 


NOTIFICATION 

I, Sunil, K. S., Kulathummuriyil House, Elanthoor P. O., 
Pathanamthitta District, Pin Code-689 643, do hereby 
notify for the information of all concerned authorities and 
the public that my minor daughter Vyshnavi Sreedhar, 
holder of Birth Certificate with Registration No. 1975/2001, 
date of Registration 6-9-2001, issued by the Registrar of 
Births and Deaths, Kozhencherry Grama Panchayat, also 
known as Neeraja Sunil in the Extract of School 
Admission Register with Admission No. 1395/Vol. Ill, date 
of Admission 7-5-2008, issued by the Principal, 
Holy Angels Model School, Pathanamthitta and in the 
Ration Card No. 1312019203 dated 13-12-2010 issued by 
the Taluk Supply Officer, Kozhencherry is one and the 
same person. Hereafter she will be known by the name 
Neeraja Sunil only. 

This change will come into effect in all records 
related to her. 

Elanthoor, 

2-1-2012. Sunil, K. S. 


It is hereby notified for the information of all 
concerned authorities and the public that I, 
T. Danielukutty, Puthenveedu, Neelipilavu P. O., 
Kattachira, Ranny Taluk, Pathanamthitta District, holder of 
S.S.C Book No. A 311348 with Register No. 245466 of 
March 1987, also known as Danielkutty in the Election 
Identity Card No. KL/14/111/279059 dated 6-11-1998 issued 
by the Electoral Registration Officer, Ranny Constituency 
and as Daniel in the Ration Card No. 1315042612 dated 
24-12-2008 issued by the Taluk Supply Officer, Ranny is 
one and the same person. 1 have embraced Hinduism 
from Christian Kurava Community as per Suddhi 
Certificate dated 16-1-2012 issued from Akhila Bharatha 
Ayyapa Seva Sangham, Vadasserikara with a new name 
Krishnakumar. Hereafter I will be a member of Hindu 
Kurava Community and will be known by the name 
Krishnakumar and will sign accordingly. 

This change will come into effect in all records 
related to me. 

Kattachira, 

1-2-2012. T. Danielukutty. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Noohuman, S., Edatheruvu Puthenveedu, Pandalam P O., 
Pathanamthitta Dist., Pin-689 501, holder of S. S. L. C 
Book No. H 587079 with Register No. 469126 of March 
2008, also known as Nooman, S. in the Birth Cerificate 
with Registration No. 2209/89, date of Registration 
25-10-1989 issued by the Health Inspector & Registrar of 
Births & Deaths, Adoor Municipality and as Newman, S. 
in the Ration Card No. 1314057124 dated 10-12-2009 issued 
by the Taluk Supply Officer, Adoor is one and the same 
person. Hereafter I will be known by the name Nooman, S. 
only and will sign accordingly. 

This change will come into effect in all records 
related to me. 

Pandalam, 

4-1-2012. 


Noohuman, S. 
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NOTIFICATION 

It is hereby notify for the information of all 
authorities concerned and the public that I, Praveena, R, 
Kottackamali, Parumala P .0., Thiruvalla Taluk, 
Pathanamthitta District, Pin-689 626, holder of S. S. L. C. 
Book No. I 177520 with Register No. 408763 of 
March 1997, also known as Praveena in the Ration Card 
No. 1313040667 (SI. No. 3), issued by the Taluk Supply 
Officer, Thiruvalla and known as Anitha in the Certificate 
of Marriage dated 20-7-.2004, issued from the St. Francis 
Xavier Church, Parumala is one and the same person. 
I have embraced Christianity from Hindu Viswakarma 
Community as per Baptism Certificate dated 
5-1-2012 issued from the Diocese of Quilon St. Francis 
Xavier Church, Parumala with a new name 
Anitha (Praveena). Hereafter I will be a member of 
Christian Religion and will be known by the name 
Anitha Antony consequent on my marriage and will sign 
accordingly. 

This change will come into effect in all records 
related to me. 

Parumala, 

23-2-2012. Praveena, R. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Mathai, T. C., 
Thalappallil House, Kavumbhagom P. O., Thiruvalla Taluk, 
Kavumbhagom Village, Pathanamthitta Dist. Pin-689 102, 
holder of S. S. L. C. Book No. 253546 with Register 
No. 28048 of 1977 March, in the Birth Certificate with 
Registration No. 1814/1991 date of Registration 15-5-1991 
issued by the Registrar of Births & Deaths, Thiruvalla 
Municipality of my daughter Reethu Elizabeth Mathew 
also known as T. C. Mathai in the Ration Card 
No. 1313026828 dated 24-12-2008 issued by the 
Taluk Supply Officer, Thiruvalla known as Mathai in the 
Election Identity Card No. KL/ 16/105/102198 dated 
26-8-1998 issued by the Electoral Registration Officer, 
Thiruvalla Constituency and as T. C. Mathew in the 
S. S. L. C. No. F 678772 with Register No. 477015 of 
March 2006 of my daughter Reethu Elizabeth Mathew is 
one and the same person. Hereafter I will be known by 
the name Mathai, T. C. only. 

This change will come into effect in all records 
related to me. 

Thiruvalla, 

3-10-2011. Mathai, T. C. 


It is hereby notify for the information of all 
authorities concerned and the public that I, Suma Rani, R., 
Kottackamali, Parumala P. O, Thiruvalla Taluk, 
Pathanamthitta District, Pin-689 626, holder of S. S. L. C. 
B- No. 314198 with Register No. 556893 of March 2001, 
have embraced Christianity from Hindu Viswakarma 
Community as per Baptism Certificate dated 22-2-2012 
issued from the Diocese of Quilon St. Francis Xavier 
Church, Parumala with the same name. Hereafter 1 will be 
a member of Christian Religion. 

This change will come into effect in all records 
related to me. 

Parumala, 

16-9-2011. Suma Rani, R. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Mary Varghese, Erumeda House, Chengaroor P. O., 
Mallappally, Pathanamthitta (Dt.), Kerala, Pin-689 594, 
holder of S. S. L. C. Book No. E031736 with Register 
No. 204567 of March 1984, B. Sc. (Agriculture) Degree 
Certificate from Jawaharlal Nehru Krishi Vishwa Vidhalaya, 
Jabalpur dated July 15, 1991, B.Ed. Degree Certificate 
No. IG23-12609 with enrolment No. 090215592 of 
December 2010, issued from Indira Gandhi National Open 
University dated February 14, 2011, Central Teacher 
Eligibility Certificate No. 068604 with Roll No. 3707552 of 
June 2011 dated July 26, 2011 issued from Central Board 
of Secondary Education, Delhi, Driving Licence 
No. 27/186/2003 dated May 4, 2010 issued by the Asst. 
L.A., Sub RTO, Mallappally, in the Ration Card 
No. 1316022887 dated December 24, 2008 issued by the 
Taluk Supply Officer, Mallappally, Marriage Certificate with 
Registration No. 530/10 date of Registration 
30-12-2010, issued from Kallooppara Grama Panchayat, 
ESI Corporation I P No. 4702701407, also known as Suja 
in the Electoral Identity Card No. KNB0930073 dated 
March 7, 2001, issued from the Kallooppara LA 
Constituency is one and the same person. Hereafter 
I have changed my name as Suja George consequent on 
my marriage. 

This change will come into effect in all records 
related to me. 

Chengaroor, 

8 - 2 - 2012 . 


Mary Varghese. 
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NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, K. Rajamma, 
Umikunnil, 257, Puramattom, Mallappally, Pathanamthitta 
District, Pin-689 543, holder of S. S. C. Book No. A 286281 
with Register No. 370222 of March 1988, Ration Card 
No. 1316027994 (SI. No. 4) issued by the Taluk Supply 
Officer, Mallappally, also known as Rajamma in the 
Electoral Identity Card No. KNB1166925 dated 12-2-2004 
issued by the Electoral Registration Officer, Kallooppara 
LA Constituency is one and the same person. Hereafter 
I have changed my name as Bindhu, K. and will sign 
accordingly. 

This change will come into effect in all records 
related to me. 

Mallappally, 

16-2-2012. K. Rajamma. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Alicekutty, S., 
I.P.C. Philadelphia Perumpetty P. O., Kottanadu, 
Mallappally Taluk, Pathanamthitta District, Pin-689 592, 
holder of S.S L.C. Book No. E 056457 with Register 
No. 249503 of March 1984, in the Marriage Certificate with 
Registration No. COM.76/2010 date of Registration 
22-2-2010 issued by the Registrar of Marriages 
Karunapuram Grama Panchayat also known as Alice in the 
Birth Certificates of my daughter Ashly Abraham 
(Registration No. 1665/89 date of Registration 
26-7-1989) and Asisha Abraham (Registration No. 846/91 
date of Registration 8-4-1991, issued by the Registrar of 
Births and Deaths, Punalur Municipality) in the Election 
Identity Card No. KNB 1180983 dated 27-4-2004 issued by 
the Electoral Registration Officer, Kallooppara LA 
Constituency and in the Ration Card No. 1316032319 
dated 1-1-2010 issued by the Taluk Supply Officer, 
Mallappally known as Alice Abraham in the Birth 
Certificate of my son Ashin Abraham (Registration 
No. 553/95 date of Registration 20-2-1995 issued by the 
Registrar of Births and Deaths, Pandalam Grama 
Panchayath and as Alis in the Passport of my husband 
Abraham Parakkal Kora (Passport No. E 4359291 dated 
30-4-2003 issued by the Passport Officer, 
Thiruvananthapuram) is one and the same person. 
Hereafter I will be known by the name Alice Abraham 
only consequent on my marriage and will sign accordingly. 

This change will come into effect in all records 
related to me. 

Perumpetty, 

12-1-2012. Alicekutty, S. 


It is hereby notified for the information of all 
concerned authorities and the public that I, 
Chellappan, P. K., Vengathanam, Perumpramavu P. O., 
Mallappally Taluk, Pathanamthitta District, Pin-689 587, 
holder of S. S. L. C. No. G563002 with Register 
No. 192416 of June 2007, also known as Chellappan in 
the Ration Card No. 1316015381 dated 24-12-2008 issued 
by the Taluk Supply Officer, Mallappally is one and the 
same person. Hereafter I have changed my name as 
Sojan, P. K. and will sign accordingly. 

This change will come into effect in all records 
related to me. 

Keezhvaipur, 

3-1-2012. Chellappan, P. K. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that, I, 
Sobhanavally, T. R., Bhattathirimadom, Muttom P. O., 
Haripad, Alappuzha District, Pin-690 511, holder of 

S. S.L.C. Book No. A 928932 with Register No. 291757 of 
March 1976, in the Birth Certificate of my son 
Arjun S. Pankaj with Registration No. 2128/89 date of 
Registration 10-8-1989 issued from Mavelikara 
Municipality also known as Sobha in the duplicate 
Election Identity Card No. KL/15/103/282497 dated 
30-11-2006 issued by the Electoral Registration Officer, 
Haripad LA Constituency, in the Ration Card 
No. 1420075697 dated 24-12-2008 issued from Taluk 
Supply Office, Karthikappally known as 

T. R. Shobhanavally (Sobha) in the marriage certificate 
with Registration No.32/1984 date of Registration 24-2-1984 
issued from Cheppad Grama Panchayat and as 
Sobha, T. R. in the All India Secondary School 
Examination Certificate of my son Arjun S. Pankaj with 
Certificate No. 035546 with Roll No. 4132308 issued from 
Central Board of Secondary Education, Delhi is one and 
the same person. Hereafter I will be known by the name 
Sobha only. 

This change will come into effect in all records 
related to me. 

Haripad, 

17-2-2012. 


Sobhanavally, T. R. 
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NOTIFICATION 

I, Aleykutty, K. M., ‘Theertham’, Krishnapuram P. O., 
Kayamkulam, Alappuzha District, Pin-690 533, do hereby 
notify for the information of all authorities concerned and 
the public that my minor daughter Deepa R. Chandran, 
holder of All India Secondary School Examination, 2010 
Statement of Subject wise Performance 
S. No. S.S.E/2010/0415069 with Roll No. 4145226 dated 
28-5-2010 issued by the Controller of Examinations, 
Central Board of Secondary Education, Delhi, now 
studying Class XII in Angels Arc English Medium School, 
Kayamkulam, Ration Card No. 1420010704 (SI. No.3), 
issued by the Taluk Supply Officer, Karthikapally, also 
known as Deepa Mol, A. in the Birth Certificate with 
Registration No. 1207, date of Registration 28-5-1994 
issued by the Health Inspector 1st Grade & Registrar of 
Births and Deaths, Kayamkulam Municipality, is one and 
the same person. Hereafter she will be known by the 
name Deepa R. Chandran only. 

This change will come into effect in all records 
related to her. 

Krishnapuram, 

16-2-2012. Aleykutty, K. M. 


NOTIFICATION 

It is hereby notified for the information of the all 
concerned authorities and the public that I, 
Suhirimon, M. E., Muttumkal House, Cheruthana, 
Pandy P. O., Alappuzha District, Pin-690 517 holder of 
S.S.L.C No. 208514 with Register No. 500405 of March, 
1999, Driving Licence No. AK/2831/03 dated 24-9-2003 
issued from Licensing Authority, Kayamkulam, also known 
as Suhirimon Muttunkal Esmail in the Passport 
No. E3253640 dated 4-10-2002 issued from Regional 
Passport Office, Cochin and as Suharimon in the Ration 
Card No. 1420065897 (SI. No. 3) dated 24-12-2008 issued 
from Taluk Supply Office, Karthikappally is one and the 
same person. Hereafter I have changed my name as 
Suhail, M. E. and will sign accordingly. . 

This change will come into effect in all records 
related to me. 

Cheruthana, 

1-2-2012. Suhirimon, M. E. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, 
Shiby, K., Kandathil Hafsa Manzil, Avalookkunnu P. O., 
Alappuzha District, Pin-688 006 holder of S.S.L.C. Book 


No. E450986 with Register No. 548418 of March, 1994, 
also known as Shafeek Hamsa Koya in the Election 
Identity Card No. AWE1527647 dated 13-6-2011 issued by 
the Electoral Registration Officer, Alappuzha LA 
Constituency and as Shafeek in the Ration Card 
No. 1418053030 dated 24-12-2008 issued from Taluk 
Supply Office, Ambalapuzha, Service Certificate 
No. KIV/ALP/LCR/0334/11 dated 25-2-2011 issued by the 
Chief Examiner, KIV Rules, Port Directorate, Alappuzha is 
one and the same person. Hereafter 1 have changed my 
name as Shafeek, K. H. 

This change will come into effect in all records 
related to me. 

Avalookkunnu. 

21-10-2011. Shiby, K. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, 
Radhakrishnan, R., Radhalayam, Pallickal P. O., 
Kayamkulam, Alappuzha District, Pin-690 503, holder of 
S.S.L.C. Book. No. B 298338 with Register No. 324109 of 
March 1981, Driving Licence No. 31/2915/2011 
dated 24-6-2011 issued by the Assistant L.A., 
Mavelikkara, also known as Radhakrishnan in the Voter’s 
Identity Card No. DGC 1355957, dated 10-3-2003 issued by 
the Electoral Registration Officer, Mavelikkara L.A. 
Constituency, in the Ration Card No. 1421074241 
(SI. No.l) dated 24-12-2008 issued by the Taluk Supply 
Officer, Mavelikkara, in the Ex-servicemen Identity Card 
No. KER 13/021358 with date of discharge 31-8-2001 
issued by the Zila Sainik Welfare Officer, Alappuzha, in 
the Discharge Certificate No. 4436/2001, dated 31-8-2001 
issued from EME Depot Battallion, Secundrabad and as 
Radhakrishnan Raghavan in the Passport No. E 1737174, 
dated 18-4-2002 issued by the Regional Passport Officer, 
Cochin is one and the same person. 

1 have embraced Christianity from Hindu, Ezhava 
community as per the Baptism Certificate with 
Reg. No. 25/05, dated 25-7-2011 issued from St. Stephens 
Malankara Catholic Church, Kattanam with a new name 
Joseph, R. Hereafter I will be a member of Christian 
Religion and will be known by the name Joseph, R. 

This change will come into effect in all records 
related to me. 

Kattachira, 

8 - 2 - 2012 . 


Radhakrishnan, R. 
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NOTIFICATION 

1, Dharaneedharan, T. V., Tharayil House, 
Kulasekharamangalam P. O., Vaikom, Kottayam-686 608, do 
hereby notified for the information of all concerned 
authorities and the public that my minor son Achu, T. D., 
holder of Birth Certificate with Registration Number 11-1732/97, 
date of Registration 8-5-1997 issued by Health Inspector 
Grade-I, Registrar of Births and Deaths, Alappuzha 
Municipality as Abhishek, T. D., in the School Admission 
Register Extract with Admission Number 463, date of 
Admission 12-5-2004, issued by Principal, Lakemount 
Public School, Kattikkunnu, Vaikom and also known as 
Abhishek in the Ration Card Number 1525068398 
(SI. No. 4) issued by Taluk Supply Officer, Vaikom on 
24-12-2008 is one and the same person. Hereafter he will 
be known by the name Abhishek, T. D. only. 

This change will come into effect in all records 
related to him. 

Kottayam, 

3-1-2012. Dharaneedharan, T. V. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Poly, K. R, Kachappilly House, Njarakkal Post, Kochi Taluk, 
Emakulam District, Pin-682 505, holder of S.S.L.C. Book 
No. 466923 with Registration No. 13771 of March, 1967, 
Degree of Bachelor of Science Certificate dated 23rd June 
1975 with Register Numbers 10148 of October, 1972 and 
1984 of October, 1973 issued by the Vice Chancellor, 
University of Kerala, also known as Poly in the Electoral 
Identity Card No. BKL 1151216 dated 18-3-2001 issued by 
the Electoral Registration Officer, Njarakkal LA 
Constituency, in the Ration Card No. 1735022958 dated 
14-5-2010 issued by the Taluk Supply Officer, Kochi and 
in the Permanent Account Number AGBPP0345G issued 
from Income Tax Department, Government of India is one 
and the same person. Hereafter 1 have changed my name 
as Poly Poulo Kachappilly. 

This change will come into effect in all records 
related to me. 

Njarakkal, 

2-1-2012. Poly, K. P. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, 
Anjana Asok, 43/363, F-l, Cristalle Manor, City 
Apartments, Citizen Road, Kanayanoor Taluk, Ernakulam 
District, Kochi-682 018, holder of All India Secondary 
School Examination 2007 Marks Statement 
S No. SSE/2007/024348 with Roll No. 4125357, All India 
Senior School Certificate Examination 2009 Marks 
Statement S No. SSCE/2009/0262885 with Roll 
No. 4612062 issued by the Controller of Examinations, 
Central Board of Secondary Education, Delhi, Election 
Commission of India Identity Card No. NWK 0157081 
issued by the Electoral Registration Officer, Ernakulam LA 
Constituency, dated 12-8-2010, in the Ration Card 
No. 1732080114 (Serial No. 2) dated 23-7-2011 issued by 
the City Rationing Officer, Ernakulam, also known as 
Anjana Ashok in the Birth Certificate with Registration 
No. 427/91, date of Registration 19-2-1991 issued by the 
Registrar of Births and Deaths, Corporation of Cochin is 
one and the same person. Hereafter 1 have changed my 
name as Anjhana Asok. 

This change will take effect in all records 
related to me. 

Emakulam, 

1-2-2012. Anjana Asok. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, 
Azeez Ahamed, 39/308, Puthiyaveettil, Vennala P.O., 
Kochi-682 028, Kanayannoor Taluk, Ernakulam District, 
holder of All India Secondary School Examination Marks 
Statement S No. 2006-023223 with Roll No. 4124534 
issued on 27-5-2006, All India Senior School 
Certificate Examination, 2008 Marks Statement 
S No. SSCE/2008-222209 with Roll No. 4210949 issued 
on 21-5-2008 by the Controller of Examinations, Central 
Board of Secondary Education, Delhi, Passport 
No. G 8014931 issued on 26-3-2008 by the Regional 
Passport Officer, Cochin and Driving Licence 
No. 7/4409/2008, dated 21-8-2008 issued by the Assistant 
LA, Ernakulam, Birth Certificate with Registration 
No. 1385/1990, date of Registration 3-5-1990 issued by the 
Health Officer and Registrar of Births and Deaths, 
Corporation of Cochin in the Ration Card No. 1732005216 
dated 24-12-2008 issued by the City Rationing Officer, 
Ernakulam, have changed my name as P. A. Abdul Azeez. 

This change will come into effect in all records 
related to me. 

Ernakulam, 

3-2-2012. 


Azeez Ahamed. 
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NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, 
Renjusha, K. R., Kadeliparambu House, Cheranellor R O., 
Kanayannur Taluk, Ernakulam District, Pin-682 034, 
holder of S.S.L.C. Book No. A 380220 with Register 
No. 201806 of March 2000, Vocational Higher Secondary 
Examination Certificate No. VE 151299 with Register 
No. 18273 of March 2002 issued from the State Board of 
Vocational Higher Secondary Examination, Government of 
Kerala, BA Degree Certificate with Register No. 
71033/A 2005 issued from Mahatma Gandhi University, 
Kottayam, also known as “Ranjusha” in the Election 
Identity Card No. LNH2216745 dated 19-2-2004 issued by 
the Electoral Registration Officer, Tripunithura LA 
Constituency is one and the same person. I have 
embraced Islam Religion from Hindu Pulaya Community 
vide Discharge Certificate No. 3717, dated 14-6-2011 issued 
from Therbiyathul Islam Sabha, Calicut with a new name 
Farha. Hereafter I will be a member of Islam Religion and 
will be known by the name Farha only and will sign 
accordingly. 

This change will come into effect in all records 
related to me. 

Cheranellor. Renjusha, K. R. 


NOTIFICATION 

I, N. M. Bernabas, 2/21 Nediathara House, 
Cheranellor P. O., Ferry Road, Ernakulam District, 
Pin-682 034, do hereby notify for the information of all 
concerned authorities and the public that, my minor son 
Joean George holder of Birth Certificate with Registration 
No. 1767 date of Registration 15-5-1997 issued by the 
Health Officer and Registrar of Births and Deaths, 
Cochin Corporation also known as Joean N. Bernabas in 
the School Certificate with Admission Number 2333 date 
of Admission 7-4-2003 issued by the Principal, Assisi 
Vidyaniketan Public School, Kakkanad is one and the 
same person. Hereafter he will be known by the name 
Joean N. Bernabas only. It is further notified that my 
minor daughter Nanna Mary George, N. B., holder of Birth 
Certificate with Registration No. 3149 date of Registration 
2-8-1999 issued by the Health Supervisor, Corporation of 
Cochin also known as Nanna Mary Bernabas in the 
School Certificate with Admission Number 2972 date of 


Admission 13-4-2005 issued by the Principal, Assisi 
Vidyaniketan Public School, Kakkanad is one and the 
same person. Hereafter she will be known by the name 
Nanna Mary Bernabas only. 

The above changes will come into effect in all the 
records related to them. 

Cheranalloor, 

1-2-2012. N. M. Bernabas. 


NOTIFICATION 

I, E. K. Anil Kumar, ‘Kamya’, near Bhaven’s Vidya 
Mandir, Eroor (W), Thripunithura, Pin-682 306, do hereby 
notify for the information of all authorities concerned 
and the public that, my minor daughter Niranjana, A. J. 
holder of Birth Certificate with Registration No. 2587 date 
of Registration 20-7-1996 issued by the Registrar of Births 
and Deaths, Corporation of Kochi also known as 
Niranjana Anil in the School Certificate with Admission 
No. 2211 date of Admission 1-6-2002 issued by the 
Principal, Bhaven’s Vidya Mandir, Thripunithura is one and 
the same person. Hereafter she will be known by the 
name Niranjana Anil only. 

This change will come into effect in all records 
related to her. 

Ernakulam, 

28-9-2011. E. K. Anil Kumar. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Philip George, Mundadan House, House No. 8, Uppukallu, 
Ayyampuzha P. O., Pin-683 581, Ernakulam District, holder 
of S.S.L.C. No. D 401187 with Register No. 288960 of 
March 2003, Faculty of Engineering and Technology 
Certificate with Register No. 228695 of April 2010, issued 
from Mahatma Gandhi University, Kottayam, Election 
Identity Card No. RZM 0021337 dated 25-8-2011 issued by 
the Electoral Registration Officer, Angamaly LA 
Constituency, also known as Rengith in the Birth 
Certificate with Registration No. 1439/1987 date of 
Registration 18-7-1987 issued by the Registrar of Births 
and Deaths, Angamaly Municipality, also known as Philip 
in the Ration Card No. 1736054230 issued from Taluk 
Supply Office, Aluva is one and the same person. 
Hereafter I will be known by the name Philip George only. 

This change will come into effect in all records 
related to me. 

Ayyampuzha, 

9-2-2012. 


Philip George. 
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NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Jayshree, J., Kumbalath House, Kottuvallikad, 
Moothakunnam P. O., North Paravur Taluk, Ernakulam 
District, Pin-683 516, holder of All India Secondary School 
Examination 2000 Certificate No. SSE/2000/00039210 with 
Roll No. 5174779 issued from Central Board of Secondary 
Education, Delhi, Degree of Bachelor of Commerce 
Certificate No. 004761 with Roll No. 66157 issued from 
Chhatrapati Shahu Ji Maharaj University, Kanpur also 
known as Jayashree, J., in the All India Senior School 
Certificate Examination 2002 S. No. SSCE/2002/247327 with 
Roll No. 5660358, dated 25-5-2002 issued from Central 
Board of Secondary Education, Delhi, in the Driving 
Licence No. 63735/2002 dated 26-9-2002 issued by the 
Assistant Licensing Authority, Kanpur, known as Tintu in 
the Birth Certificate with Registration No. 1390/1984, date 
of Registration 26-6-1984 issued by the Health Supervisor, 
Corporation of Kochi and as Jayasree in the Election 
Identity Card No. WHL-0182907 dated 12-8-2010 issued by 
the Electoral Registration Officer, Paravur LA 
Constituency, in the Ration Card No. 1737100711 issued 
by the Taluk Supply Officer, Paravur is one and the same 
person. Hereafter I will be known by the name 
Jayashree, J. only. 

This change will come into effect in all records 
related to me. 

Moothakunnam, 

1-2-2012. Jayshree, J. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Shyni Jacob, Kochukudiyil H. S. No. 464 (8/407), 
8 Mekkadambu, Valakom Panchayath, Ernakulam District, 
Pin-682 316, holder of S. S. L. C. Book No. C 284304 with 
Register No. 123440 of March 1990, Pre-Degree 
Examination Certificate Book No. 63 with Register 
No. 27292 of April 1992 and Register No. 108153 of 
April 1993, issued by the Controller of Examination, 
Mahatma Gandhi University, Kottayam, Bachelor of Laws 
Certificate with Register No. 9345729 of 1998 
dated 10-7-2000 issued by the Vice-Chancellor, 
Mangalore University, Certificate of Enrollment with Roll 
No. K/2063/1999, issued from The Bar Council of Kerala, 
Electoral Identity Card No. GJX 1132182 dated 30-12-2009 
issued by the Electoral Registration Officer, 
Muvattupuzha LA Constituency, also known as 
Shyni Pelexy in the PAN Card No. BHGPP 4766C, issued 
from Income Tax Department, Government of India, in 
Passport No. H 5844247 issued on 15-1-2010 by the 
Regional Passport Officer, Cochin, known as Shiny in the 
Marriage Certificate dated 1-1-2010, issued from 
Mar Ignathiose Noorono Syrian Simhasana Church, 
Mekkadampu, Muvattupuzha is one and the same person. 
Hereafter I will be known by the name Shyni Pelexy only 
consequent on my marriage. 

This change will come into effect in all records 
related to me. 

Mekkadambu, 

6-2-2012. Shyni Jacob. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, 
Paily, P. S., Pallicka Veedu, Iringole P. O., Kunnathunadu, 
Ernakulam District, Pin-683 548, holder of Extract of 
School Admission Register with Admission No. 6101, date 
of Admission 31-5-1976, issued by the Headmistress, 
Sebastian’s High School, Kanjoor, also known as Paily in 
the Ration Card No. 1738029340 (SI. No. 1), issued by the 
Taluk Supply Officer, Kunnathunadu, Electoral Identity 
Card No. KL/10/077/312029, dated 7-10-1997, issued by 
the Electoral Registration Officer, Perumbavoor 
Constituency, Birth Certificate with Registration 
No. 244/1989, date of Registration 6-2-1989, issued by 
the Registrar of Births and Deaths, Perumbavoor 
Municipality of my daughter Remya Paul and known as 
Pailee Esthappan in the S. S. L. C. No. E 693449 with 
Register No. 284661 of March 2005 of my daughter 
Remya Paul is one and the same person. Hereafter 1 will 
be known by the name Paily, P. S. only. 

This change will come into effect in all records 
related to me. 

Iringole, 

27-2-2012. 


Paily, P. S. 
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NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Gopalakrishnan, K., Maliyekkal, Mariya Nivas, Muriyad R O., 
Mukundapuram Taluk, Thrissur District, Pin-680 683 holder 
of Extract of School Admission Register with Admission 
No. 1376, date of Admission 13-5-1982, issued by the 
Headmaster, Fort High School, Thiruvananthapuram and 
also known as Mohan Ashwin in the Election Identity 
Card No. BXD1853233 issued on 6-9-2011 by the 
Electoral Registration Officer, 70, lrinjalakuda LA 
Constituency, in the Ration Card No. 1843197324 (at Serial 
No. 1) issued on 1-4-2010 by the Taluk Supply Officer, 
Mukundapuram, is one and the same person. 1 have 
embraced Christianity from Hindu-Nair Community Vide 
Baptism Certificate Reg. No. 4/02 dated 18-3-2011 by the 
Vicar, The Church of Our Lady of Health, Saudi, 
Mundamveli, Kochi. Hereafter I will be a member of 
Christian Religion and will be known by the name 
Mohan Ashwin only. 

This change will come into effect in all records 
related to me. 

Muriyad, 

9-2-2012. Gopalakrishnan, K. 


NOTIFICATION 

I, Rajeswari, R., Pothiyadatha House, Katampazhipuram, 
Ottapalam Taluk, Palakkad District, Pin-678 633, do 
hereby notify for the information of all concerned 
authorities and the public that my Community which is 
wrongly entered in the S. S. L. C. Book No. K 180994 
with Register No. 220645 of March 1998 as Hinduism- 
Gounder is corrected as Hindu-Gupthan vide Community 
Certificate No. (Cl) : 2011/26801/9/400 dated 5-8-2011 
issued by the Tahsildar, Taluk Office, Ottapalam. 

This correction will come into effect in all records 
related to me. 

Katampazhipuram, 

18-2-2012. Rajeswari, R. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, Anus, S. M., 
Chekkuthanakath House, Mepparamba, Pallipuram, 
Palakkad District, Pin-678 006 holder of Triplicate S.S.L.C. 
Book No. AF 500547 with Register No. 434216 of March 
1986 also known as Anas, C. M. in the Election Identity 
Card No. CNG 2096410 dated 5-4-2006 issued by the 
Electoral Registration Officer, Payyannur LA Constituency, 


known as Anas in the Ration Card No. 2366096351 
(SI. No. 5) issued by the Taluk Supply Officer, Kannur is 
one and the same person. Hereafter 1 will be known by 
the name Anas, C. M. only. 

This change will come into effect in all records 
related to me. 

Pallipuram, 

7-12-2011. Anus, S. M. 


NOTIFICATION 

I, Swapna, K. T., Anakkallankundil House, 
Ekkaparamba, Kuzhimanna Post, Ernad Taluk, Malappuram 
District, do hereby notify for the information of all 
authorities concerned and the public that my minor son 
Hathim, holder of Birth Certificate with Registration 
No. 339/96, date of Registration 6-11-1996, issued by the 
Secretary and Registrar of Births and Deaths, Kavanoor 
Grama Panchayath, and mentioned in the Ration Card 
No. 2051130199 (SI. No. 4), issued by the Taluk 
Supply Officer, Ernad, Manjeri, also known as 
Mohammed Hatheem, P. P., in the School Admission 
Register Extract with Admission No. 236, date of 
Admission 1-6-2007, of ACE Public School, Manjeri, is one 
and the same person. Hereafter he will be known by the 
name Mohammed Hatheem, P. P. only. 

This change will come into effect in all records 
related to him. 

Kuzhimanna, 

27-10-2011. Swapna, K. T. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Ayisha Shifana, N. K., Naduvilekalathil House, 
Narukara Post, Ernad Taluk, Malappuram District holder of 
S.S.L.C. No. H 158188, with Register No.212564, of March 
2008, and Higher Secondary Examination Certificate 
No. HSE 308379, with Register No. 6327075, of March 
2010, of Board of Higher Secondary Examination of Kerala 
also known as Ayisha in the Ration Card No. 2051110932 
(SI. No. 4), issued by the Taluk Supply Officer, Ernad, 
Manjeri and in the Birth Certificate with Registration 
No. 327, date of Registration 17-1-1992, issued by the 
Registrar of Births and Deaths, Perintalmanna 
Municipality, is one and the same person. Hereafter 1 will 
be known by the name Ayisha Shifana, N. K. only. 

This change will come into effect in all records 
related to me. 

Narukara, 

12 - 12 - 2011 . 


Ayisha Shifana, N. K. 
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NOTIFICATION 

I, Nafeessa, K. M., Karekadavath House, Irumbuzhi 
Post, Ernad Taluk, Malappuram District, do hereby notify 
for the information of all authorities concerned and 
the public that my minor daughter Farsana, holder of Birth 
Certificate with Registration No. 1533, date of Registration 
28-4-1998, issued by the Registrar of Births and Deaths, 
Malappuram Municipality also known as Shahana, K. K. 
in the School Admission Register Extract with Admission 
No. 320, date of Admission 28-4-2004 of MA’DIN Public 
School, Melmuri and as Shahana in the Ration Card 
No. 2051159030 (SI. No. 4), issued by the Taluk Supply 
Officer, Ernad, Manjeri, is one and the same 
person. Hereafter she will be known by the name 
Shahana, K. K. only. 

This change will come into effect in all records 
related to her. 

Irumbuzhi, 

12-12-2011. Nafeessa, K. M. 


NOTIFICATION 

I, Haridasan Karukayil, Karukayil House, Perimbalam 
Post, Ernad Taluk, Malappuram District, do hereby notify 
for the information of all authorities concerned and 
the public that my minor son Nishand, K., holder of Birth 
Certificate with Registration No. 3866/2002, date of 
Registration 6-7-2002, issued by the Registrar of Births 
and Deaths, Malappuram Municipality, also known as 
Nithin, K. in the School Admission Register Extract with 
Admission No. 2619, date of Admission 15-5-2008 of 
A. M. L. P. School, Vengalur is one and the same person. 
Hereafter he will be known by the name Nithin, K. only. 

This change will come into effect in all records 
related to him. 

Perimbalam, 

12-12-2011. Haridasan Karukayil. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, Shakeela, M. P, 
Manjeri Pathayappurakkal House, Payyanad Post, Ernad 
Taluk, Malappuram District, holder of S.S.L.C. 
No. 1-134874 with Register No. 425224 of March 2009 
and Higher Secondary Examination Certificate 
No. HSE- 875181, with Register No. 7270406 of March 
2011, also known as Sakkila in the Ration Card No. 
2051004837 (SI. No. 5), issued by the Taluk Supply Officer, 
Ernad, Manjeri and as Sakeela, M. P. in the Birth 
Certificate with Registration No. 3765, date of Registration 
14-9-1992, issued by the Registrar of Births and Deaths, 
Manjeri Municipality, is one and the same person. 
Hereafter I have changed my name as Sanha, M. P. 

This change will come into effect in all records 
related to me. 

Payyanad, 

8-12-2011. Shakeela, M. P. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that Sooraj, K. P., 
Puthan Veettil House, Manjeri Post, Ernad Taluk, 
Malappuram District, holder of S.S.L.C. Book 
No. C 39389 with Register No. 682 of September 1997, 
now working as UD Clerk, Court of ludicial First Class 
Magistrate-1, Manjeri, Driving Licence No. 10/7819/2006, 
dated 22-3-2010, issued by the Assistant Licensing 
Authority, Malappuram and Ration Card No. 2051001490 
(SI. No. 2), issued by the Taluk Supply Officer, Ernad, 
Manjeri, also known as Sooraj in the Electoral Identity 
Card No. FBV1748326, dated 30-8-2006 issued by the 
Electoral Registration Officer, Manjeri LA Constituency 
and as Kunnappally Pathinattamveettil Sooraj in the 
Passport No. F 9050500, date of issue 10-8-2006, issued 
from the Passport Office, Kozhikode, is one and the same 
person. Hereafter I have changed my name as 
Sooraj Venugopal. 

This change will come into effect in all records 
related to me. 

Manjeri, 

17-11-2011. Sooraj, K. P. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, 
Joorj Rahman, N., Noore Moochi House, Valluvambram 
Post, Ernad Taluk, Malappuram District, holder of S.S.L.C. 
Book No. 1-150343 with Register No. 88324 of March 1996 
and Driving Licence No. 10/660/2000, dated 23-3-2009, 
issued by the Assistant Licensing Authority, Malappuram, 
also known as Noorjahan in the Ration Card 
No. 2051086714 (SI. No. 8), issued by the Taluk Supply 
Officer, Ernad, Manjeri as Goorge Rahman in the Electoral 
Identity Card No. JCW1466481, dated 30-3-2001, issued by 
the Electoral Registration Officer, Kondotty LA 
Constituency and as Ubaid Rahman, N. M. in the Birth 
Certificate with Registration No. 836/2009, date of 
Registration 20-2-2009, issued by the Sub Registrar of 
Births and Deaths, Malappuram Municipality, of my minor 
son Muhammed Midlaj, N. M., is one and the same 
person. Hereafter I have changed my name as 
Ubaid Rahman Noore Moochi. 

This change will come into effect in all records 
related to me. 

Valluvambram, 

9-12-2011. 


Joorj Rahman, N. 
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NOTIFICATION 

I, Souda Beegam, P., Mannilkadavan House, 
Thrikkalangode Post, Ernad Taluk, Malappuram District, do 
hereby notify for the information of all authorities 
concerned and the public that my minor daughter 
Ummuselma Beevi, M. K., holder of Birth Certificate with 
Registration No. 226/96, date of Registration 9-8-1996, 
issued by the Sub Registrar of Births and Deaths, 
Trikkalangode Grama Panchayat, also known as 
Nusriya, M. K. in the School Admission Register Extract 
with Admission No. 77, date of Admission 30-5-2002, of 
Jamia lslamiya High School, Thrikkalangode, is one and 
the same person. Hereafter she will be known by the 
name Nusriya, M. K. only. 

This change will come into effect in all records 
related to her. 

Thrikkalangode, 

9-12-2011. Souda Beegam, P. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, 
Saidalavi, K., Thattarapadikkal House, Ozhukur Post, Emad 
Taluk, Malappuram District, holder of S.S.L.C. 
No. B-187920 with Register No. 274452, of March 2001, 
Higher Secondary Examination (Class XII) Certificate 
No. HSE 698960 with Register No. 946729, of March 2003, 
of Board of Higher Secondary Examination, Kerala and 
Driving Licence No. M/5189/04, date of issue 28-5-2004, 
issued by the Assistant Licensing Authority, Malappuram, 
also known as Saithalavi in the Ration Card 
No. 2051005368 (SI. No. 7), issued by the Taluk Supply 
Officer, Ernad, and the Electoral Identity Card 
No. JCW 1870534, dated 28-2-2005, issued by the 
Electoral Registration Officer, Kondotty LA Constituency, 
as Saidalavi in the PAN Card with Permanent Account 
No. BILPS8208N, issued by the Income Tax Department 
and as Kodali Saidalavi in the Passport No. G9889302, 
date of issue 31-7-2008, issued from the Passport Office, 
Malappuram, is one and the same person. Hereafter I 
have changed my name as Sayeed Ali, K. and will sign 
accordingly. 

This change will come into effect in all records 
related to me. 

Ozhukur, 

24-1-2012. Saidalavi, K. 


NOTIFICATION 

I, Anilkumar, M. D., Mattathil House, Marutha Post, 
Nilambur Taluk, Malappuram District, do hereby notify for 
the information of all authorities concerned and the public 
that my minor son Arun, holder of Birth Certificate with 
Registration No. 173/97, date of Registration 21-3-1997, 
issued by the Registrar of Births and Deaths, Edakkara 
Grama Panchayat, also known as Sreehari, M. A. in the 


School Admission Register Extract with Admission 
No. 3308, date of Admission 31-5-2011, of Arogymatha 
High School, Kottathara, and as Sreehari in the Ration 
Card No. 2052044167, (SI. No. 6), issued by the Taluk 
Supply Officer, Nilambur, is one and the same person. 
Hereafter he will be known by the name Sreehari, M. A. 
only. 

This change will come into effect in all records 
related to him. 

Marutha, 

14-12-2011. Anilkumar, M. D. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, 
Harisbabu, K., Kannangadan House, Chathangottupuram 
Post, Nilambur Taluk, Malappuram District, holder of 
S.S.L.C. Book No. J 149877, with Register No. 177038, of 
March 1998, Higher Secondary Examination (Class XII) 
Certificate No. C 0001430, with Register No. 161018, of 
March 2001, of Board of Higher Secondary Examination, 
Government of Kerala, also known as Haris Babu, K. in 
the Driving Licence No. 10/3667/2000, dated 15-2-2010, 
issued by the Assistant Licensing Authority, Malappuram, 
and as Haris Babu in the Ration Card No. 2052073174, 
(SI. No. 4), issued by the Taluk Supply Officer, Nilambur, 
is one and the same person. Hereafter I have changed 
my name as Haris Kannangadan. 

This change will come into effect in all records 
related to me. 

Chathangottupuram, 

14-12-2011. Harisbabu, K. 


NOTIFICATION 

I, Sabida Sarbin, K. T., Chungath House, 
Pookkottumpadam Post, Nilambur Taluk, Malappuram 
District, do hereby notify for the information of all 
authorities concerned and the public that my minor son 
C. Risumon, holder of Birth Certificate with Registration 
No. 4619, date of Registration 24-8-1998, issued by the 
Registrar of Births and Deaths, Manjeri Municipality, also 
known as Mohammed Roshan in the School Admission 
Register Extract with Admission No. 485, date of 
Admission 27-5-2002, of Mary Matha English Medium 
School, Pookkottumpadam and as Muhammed Roshan in 
the Ration Card No. 2052097055, (SI. No. 7), issued by the 
Taluk Supply Officer, Nilambur, is one and the same 
person. Hereafter I have changed his name as 
Mohammed Roshan, C. 

This change will come into effect in all records 
related to him. 

Pookkottumpadam, 

15-12-2011. 


Sabida Sarbin, K. T. 
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NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Kunhalavi, U., 
Uluvan House, Palakkal Vetta Post, Nilambur Taluk, 
Malappuram District, holder of S.S.L.C. No. E 333137, with 
Register No. 151086, of March 2005, Higher Secondary 
Examination (Class XII) Certificate No. HSE 269059, with 
Register No. 4284025, of March 2008, of Board of Higher 
Secondary Examination, Government of Kerala, and in the 
Birth Certificate with Registration No. 143/1989, date of 
Registration 29-4-1989, issued by the Registrar of Births 
and Deaths, Karuvarakundu Grama Panchayat, also known 
as Abdul Manaf in the Ration Card No. 2052068976, 
(SI. No. 6), issued by the Taluk Supply Officer, Nilambur, 
is one and the same person. Hereafter I have changed my 
name as Muhammed Ali Minliaj, U. 

This change will come into effect in all records 
related to me. 

Palakkal Vetta, 

7-12-2011. Kunhalavi, U. 


NOTIFICATION 

It is hereby notified for the information of 
all authorities concerned and the public that I, 
Muhammed Naseef, E. K., Elayodath House, Athavanad 
Post, Tirur Taluk, Malappuram District, holder of S.S.L.C. 
G No. 239700, with Register No. 394640, of March 2007, 
Higher Secondary Examination (Class XII) Certificate 
No. HSE A 318862, with Register No. 5326167, of March 
2009, of Board of Higher Secondary Examination, 
Government of Kerala, and Driving Licence 
No. 55/10735/2010, dated 9-7-2010, issued by the Assistant 
Licensing Authority, Thirur, also known as Muhammed 
Naseef in the Electoral Identity Card No. ZVT0288209, 
dated 12-1-2011, issued by the Electoral Registration 
Officer, Tirur LA Constituency, as Moohammed Naseef in 
the Ration Card No. 2054109533, (SI. No. 3), issued by the 
Taluk Supply Officer, Tirur, and as Mohammed Niyab in 
the Birth Certificate with Registration No. 973/91, date of 
Registration 16-9-1991, issued by the Registrar of Birth 
and Death, Athavanad Panchayat, is one and the same 
person. Hereafter I will be known by the name 
Muhammed Naseef, E. K. only. 

This change will come into effect in all records 
related to me. 

Athavanad, 

17-12-2011. Muhammed Naseef, E. K. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Beekkutty, I., 
Kuriyedath House, Ponmundam Post, Tirur Taluk, 
Malappuram District, holder of School Admission Register 
Extract with Admission No. 934, date of Admission 
17-5-1976, of A. M. U. P. School, Poolamangalam, also 
known as Suhra in the Ration Card No. 2054040033, 
(SI. No. 2), issued by the Taluk Supply Officer, Tirur, as 
Suhara in the Electoral Identity Card No. KL/06/037/ 
369372, dated 20-8-1998, issued by the Electoral 
Registration Officer for Tanur Constituency and in the 
S.S.L.C. No. G 396883, with Register No. 388474, of 
March 2007, of my daughter Mubashira Kuriyedath, and 
as Suhra, A. K., in the S.S.L.C. No. C No. 072435, with 
Register No. 611500, of March 2004, of my son 
Muhammad Sharif Kuriyedath, is one and the same 
person. Hereafter 1 have changed my name as Suhara, I. 

This change will come into effect in all records 
related to me. 

Ponmundam, 

12-12-2011. Beekkutty, I. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, Rukkiya, K., 
Kalathpurath House, Chappanangadi Post, Tirur Taluk, 
Malappuram District, holder of School Admission Register 
Extract with Admission No. 2134, date of Admission 
25-5-1987, of Government H. S. Chettiyankinar, also 
known as Rukkiya Yakkoob in the Driving Licence 
No. MT/5439/06, date of issue 23-6-2006, issued by the 
Assistant Licensing Authority, Tirur, and as Ruksana in 
the Ration Card No. 2054057282, (SI. No. 3), issued by the 
Taluk Supply Officer, Tirur, in the Electoral Identity Card 
No. KL/05/034/288290, dated 1-12-1997, issued by the 
Electoral Registration Officer, Malappuram Constituency, 
and in the Birth Certificate with Registration No. 1707, 
date of Registration 9-4-1996, issued by the Sub Registrar 
of Births and Deaths, Malappuram Municipality, of my 
minor daughter Yasna,Y., and as Kozhissery Ruksana in 
the Birth Certificate with Registration No. 941/2004, date 
of Registration 20-2-2004, issued by the Registrar of Births 
and Deaths, Malappuram Municipality, of my another 
minor daughter Yahna Kalath Purath, is one and the same 
person. Hereafter 1 have changed my name as Ruksana, K. 

This change will come into effect in all records 
related to me. 

Chappanangadi, 

9-12-2011. 


Rukkiya, K. 
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NOTIFICATION 

It is hereby notified for the information of 
all concerned authorities and the public that I, 
Mohammed Faris, P. P., Paraparambil House, 
Thalakkadathur Post, Tirur Taluk, Malappuram District, 
holder of S.S.L.C. No. G No. 244451, with Register 
No. 404577, of March 2007, and Higher Secondary 
Examination (Class XII) Certificate No. HSE A 444235, with 
Register No. 5330837, of June 2009 (SAY), of Board of 
Higher Secondary Examination, Government of Kerala, 
also known as Mohammed Faris in the Electoral Identity 
Card No. IAK0183483, dated 1-9-2010, issued by the 
Electoral Registration Officer, Tanur LA Constituency, and 
in the Ration Card No. 2054154035, (SI. No. 3), issued by 
the Taluk Supply Officer, Tirur, and as Alsab in the Birth 
Certificate with Registration No. 93/1991, date of 
Registration 1-3-1991, issued by the Registrar of Births 
and Deaths, Cheriyamundam Grama Panchayat, is one and 
the same person. Hereafter I will be known by the name 
Mohammed Faris, P. P. only. 

This change will come into effect in all records 
related to me. 

Thalakkadathur, 

9-12-2011. Mohammed Faris, P. P. 


NOTIFICATION 

I, Haneefa, A., Ezhudikkal House, Vakkad Post, Tirur 
Taluk, Malappuram District, do hereby notify for the 
information of all authorities concerned and the public 
that, my minor son Harfan, holder of Birth Certificate 
with Registration No. 595, date of Registration 15-3-2001, 
issued by the Sub Registrar of Births and Deaths 
Valanchery Grama Panchayath, also known as Irfan in the 
School Admission Register Extract with Admission No. 867, 
date of Admission 10-5-2008, of M.E.T. School, 
Kolamangalam, and in the Ration Card No. 2054174192, 
(SI. No. 3), issued by the Taluk Supply Officer, Tirur, is 
one and the same person. Hereafter 1 have changed his 
name as Irfan, E. 

This change will come into effect in all records 
related to him. 

Vakkad, 

8-12-2010. Haneefa, A. 


NOTIFICATION 

It is hereby notified for the information of 
all authorities concerned and the public that I, 
Muhammed Haris, V., Vadat House, Manalipuzha, 
Omachapuzha Post, Tirur Taluk, Malappuram District, 
holder of SSLC No. 1-082517, with Register No. 381688, of 
March 2009 and Higher Secondary Examination Certificate 
No. HSE 927415, with Register No. 7326653, of 
March 2011, of Government of Kerala also known as 


Muhammed Haris in the Ration Card No. 2054161898 
(SI. No. 3), issued by the Taluk Supply Officer, Tirur and 
as Aris in the Birth Certificate with Registration 
No. 2575/1993, date of Registration 21-5-1993 issued by 
the Registrar of Births and Deaths Tirur Municipality, 
is one and the same person. Hereafter I will be known by 
the name Muhammed Haris, V. only. 

This change will come into effect in all records 
related to me. 

Manalipuzha, 

7-12-2011. Muhammed Haris, V. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Surendran, T., 
Thorakkattu House, Painkannoor Post, Tirur Taluk, 
Malappuram District the name of my minor son 
Ajayan, T., holder of SSLC No. K 410342 with Register 
Number 265734 of March 2010 also known as Ajayan in 
the Birth Certificate with Registration No. 100/1995 date of 
Registration 24-1-1995 issued by the Special Grade 
Secretary and Births and Deaths, Valanchery Grama 
Panchayat and also known as Ajay in the Ration Card 
No. 2054068229 (Serial No. 8) issued by the Taluk Supply 
Officer, Tirur is one and the same person. Hereafter I have 
changed his name as Ajay, T. 

This change will come in to effect in all records 
related to him. 

Painkannoor, 

24-1-2012. Surendran, T. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, 
Abdul Razhak, K., Kallingal House, Ozhur Post, Tirur 
Taluk, Malappuram District, holder of School Admission 
Register Extract with Admission No. 1136, date of 
Admission 20-5-1982, of S.S.M.H.S.S., Theyyalingal, 
also known as Abdul Rasakh in the Ration Card 
No. 2054130621, (SI. No. 2), issued by the Taluk Supply 
Officer, Tirur, as Abdul Raszak in the Birth Certificate 
with Registration No. 291/1990, date of Registration 
29-8-1990, issued by the Registrar of Births and Deaths, 
Thennala Grama Panchayat, of my son Yasar Arafath, and 
as Siddiqek, K. in the S.S.L.C. No. F No. 113255, with 
Register No. 262364, of March 2006, of my son 
Yasar Arafath, K., is one and the same person. Hereafter 
I have changed my name as Abdul Razak, K. 

This change will come into effect in all records 
related to me. 

Ozhur, 

23-2-2012. 


Abdul Razhak, K. 
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NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, Bindu, C. R, 
Kundil House, Karippol Post, Tirur Taluk, Malappuram 
District, holder of S.S.L.C. D No. 049020, with Register 
No. 650570, of March 2004, also known as Bindu in the 
Ration Card No. 1948143586, (SI. No. 4) issued by the 
Taluk Supply Officer, Ottappalam, is one and the same 
person. I have embraced Islam Religion from 
Hindu-Thiyya Community vide Duplicate Discharge 
Certificate No. C No. 200/10, dated 1-6-2010, issued from 
the Maunathul Islam Association, Ponani, with a new 
name Fathima Sanha. Hereafter I will be a member 
of Islam Religion and will be known by the name 
Fathima Sanha only. 

This change will come into effect in all records 
related to me. 

Karippol, 

7-12-2011. Bindu, C. P. 


NOTIFICATION 

I, Sainaba Kaduvakanchery, Biyyathiyil House, Korad, 
Ozhur Post, Tirur Taluk, Malappuram District, do hereby 
notify for the information of all authorities concerned and 
the public that my minor daughter Rameesa Shirin, holder 
of Birth Certificate with Registration No. 1887/96, date of 
Registration 25-3-1996, issued by the Registrar of Births 
and Deaths, Tirur Municipality, also known as Mufliha, B. 
in the School Admission Register Extract with No. 1279, 
date of Admission 16-6-2006 of M.A. Higher Secondary 
School, Kodinhi and as Rimisha Shirin in the Ration Card 
No. 2054162010 (SI. No. 4), issued by the Taluk Supply 
Officer, Tirur is one and the same person. Hereafter she 
will be known by the name Mufliha, B. only. 

This change will come into effect in all records 
related to her. 

Ozhur, 

7-12-2011. Sainaba Kaduvakanchery. 


NOTIFICATION 

It is hereby notified for the information of 
all authorities concerned and the public that I, 
Kunhimmutty Kadavath, Kadavath House, Othukkungal 
Post, Tirurangadi Taluk, Malappuram District, holder of 
School Admission Register Extract with Admission 
No. 785, date of Admission 22-5-1964 of A.L.P. School, 
Mundothparamba, also known as Abdul Raheem in the 
Ration Card No. 2055088611 (SI. No. 2), issued by the 
Taluk Supply Officer, Tirurangadi and in the S.S.L.C. 
No. J-117476 with Register No. 395926 of March 2009, 
of my minor daughter Afeefah, K., as Abdul Raheem, K. 
in the S.S.L.C. F No. 229834 with Register No. 277927 of 
March 2006 of my son Mohamed Naufal, K. and as 
Abdul Raheem Kadavath in the Birth Certificate with 
Registration No. 1444, date of Registration 17-3-2001, 


issued by the Sub Registrar of Births and Deaths, 
Malappuram Municipality, of my another minor daughter 
Muhsina, K., is one and the same person. Hereafter 
I will be known by the name Abdul Raheem Kadavath 
only. 

This change will come into effect in all records 
related to me. 

Othukkungal, 

12-12-2011. Kunhimmutty Kadavath. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Falal, A. P., 
Arayante Purakkal House, Ottummal, Parappanangadi Post, 
Tirurangadi Taluk, Malappuram District, holder of S.S.L.C. 
No. G 212029 with Register No. 390260 of March 2007 and 
Higher Secondary Examination (Class XII) Certificate 
No. HSE A 411372 with Register No. 5344088, of March 
2009, of Board of Higher Secondary Examination, 
Kerala, also known as Falal in the Electoral Identity 
Card No. SXN 1111939, dated 10-1-2011, issued by the 
Electoral Registration Officer, Tirurangadi LA Constituency, 
as Muhammed Fasal in the Ration Card No. 2055098971 
(SI. No. 4), issued by the Taluk Supply Officer, Tirurangadi 
and as Mohammed Fazalu in the Birth Certificate with 
Registration No. 172/92, date of Registration 27-3-1992, 
issued by the Registrar of Births and Deaths, Tanur 
Panchayat, is one and the same person. Hereafter I have 
changed my name as Mohammed Fazal, A. P. 

This change will come into effect in all records 
related to me. 

Parappanangadi, 

25-11-2011. Falal, A. P 


NOTIFICATION 

It is hereby notified for the information of 
all authorities concerned and the public that I, 
Abdul Rahoof, A. K., Anchukandan House, Othukkungal 
Post, Tirurangadi Taluk, Malappuram District, holder of 
S.S.L.C. No. E 393622 with Register No. 165302 of March 
2005 and Driving Licence No. 10/2302/2008, dated 
7-3-2008, issued by the Assistant Licensing Authority, 
Malappuram, also known as Abdul Raoof in the Electoral 
Identity Card No. CDX2123198, dated 1-3-2008, issued 
by the Electoral Registration Officer, Malappuram 
LA Constituency, as Abdulraoof in the Ration Card 
No. 2055099484 (SI. No. 3), issued by the Taluk 
Supply Officer, Tirurangadi and as Rahoof in the 
Birth Certificate with Registration No. 281/89, date of 
Registration 26-7-1989, issued by the Registrar of 
Births and Deaths, Ponmala Panchayat, is one and the 
same person. Hereafter I will be known by the name 
Abdul Rahoof, A. K. only. 

This change will come into effect in all records 
related to me. 

Othukkungal, 

14-12-2011. 


Abdul Rahoof, A. K. 
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NOTIFICATION 

I, Asharaf M. V. Malleppaveetil, Manaleppu Veettil 
House, Moonniyur Post, Tirurangadi Taluk, Malappuram 
District, do hereby notify for the information of all 
authorities concerned and the public that my minor son 
Sahath Bin Sabith, holder of Birth Certificate with 
Registration No. 32/2001, date of Registration 
5-1-2001, issued by the Registrar of Births and Deaths, 
Moonniyur Grama Panchayat, also known as Sabith in the 
Ration Card No. 2055106566 (SI. No. 3), issued by the 
Taluk Supply Officer, Tirurangadi and as Sabith, M. V., 
in the School Admission Register Extract No. 4175, date 
of Admission 31-5-2010 of Crescent Residential 
Higher Secondary School, Velimukku South is one and 
the same person. Hereafter he will be known by the name 
Sabith, M. V. only. 

This change will come into effect in all records 
related to him. 

Moonniyur, 

23-2-2012. Asharaf M. V. Malleppaveetil. 


NOTIFICATION 

It is hereby notified for the information 
of all concerned authorities and the public that I, 
Sidheeque Choyimadathil, Chozhimadathil House, 
Kannamangalam Post, Tirurangadi Taluk, Malappuram 
District, holder of S.S.L.C. Book No. D 359535 with 
Register No. 381341 of March 1992, also known as 
Sideeque in the Ration Card No. 2055065743 (SI. No. 4), 
issued by the Taluk Supply Officer, Tirurangadi as 
Aboobacker Sidheeque in the Birth Certificate with 
Registration No. 5986/2001, date of Registration 
22-11-2001, issued by the Registrar of Births and Deaths, 
Tirurangadi Grama Panchayat of my minor daughter 
Hasna Sadikha and as Aboobacker Sidheeque, C. M. in 
the Birth Certificate with Registration No. 602/05, date of 
Registration 21-2-2005, issued by the Registrar of 
Births and Deaths, Tirurangadi Grama Panchayath, 
of my minor son Ismayil Hashin, is one and the same 
person. Hereafter I have changed my name as 
Aboobacker Sidheeque Chozhimadathil. 

This change will come into effect in all records 
related to me. 

Kannamangalam, 

15-12-2011. Sidheeque Choyimadathil. 


NOTIFICATION 

It is hereby notified for the information 
of all concerned authorities and the public that I, Anish, A., 
Vayalilakath House, Mundengaraparamba, Chelambra 
Post, Tirurangadi Taluk, Malappuram District, holder of 
S. S. L. C. No. C 061596 with Register No. 370816 of 
March 2002, also known as Anish in the Electoral Identity 
Card No. JCW1823921, dated 25-2-2004, issued by the 
Electoral Registration Officer, Kondotty LA Constituency, 


as Aneesh in the Ration Card No. 2055092157 (SI. No. 4), 
issued by the Taluk Supply Officer, Tirurangadi and as 
Ayalilakath Anish in the Passport No. F 0600694, date of 
issue 6-9-2004, issued from the Passport Office, 
Kozhikode, is one and the same person. Hereafter I have 
changed my name as Anish Vayalilakath. 

This change will come into effect in all records 
related to me. 

Chelambra, 

12-12-2011. Anish, A. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Musthafa, K.T., 
Kallakkan Thodika House, Kannamangalam West Post, 
Tirurangadi Taluk, Malappuram District, holder of 
S. S. L. C. Book No. C. 286184 with Register No.499801 
of March 1991, also known as Muhammed Musthafa 
in the Electoral Identity Card No. CDX-1552074, 
dated 27-3-2002, issued by the Electoral Registration 
Officer, Malappuram LA Constituency as Musthafa 
in the Ration Card No. 2055039918 (SI. No.3), 
issued by the Taluk Supply Officer, Tirurangadi, as 
Mohammed Musthafa Kallakan Thodika in the Birth 
Certificate with Registration No. 1145/03, date of Registration 
24-3-2003, issued by the Sub Registrar of Births and 
Deaths, Tirurangadi Grama Panchayat of my minor son 
Fadhil and as Mohammed Musthafa Kallakkanthodika 
in the Birth Certificate with Registration No. 2857/07, date 
of Registration 4-7-2007, issued by the Sub Registrar 
of Births and Deaths, Tirurangadi Grama Panchayat of my 
minor daughter Famna, K. T., is one and the same 
person. Hereafter I will be known by the name 
Mohammed Musthafa Kallakkan Thodika only. 

This change will come into effect in all records 
related to me. 

Kannamangalam West, 

7-12-2011. Musthafa, K. T. 


NOTIFICATION 

It is hereby notified for the information of 
all concerned authorities and the public that I, 
Mohammedali, Viralikkattil, Viralikkattil House, 
2/110, Chelakkad P. O., Perintalmanna Taluk, Malappuram 
District, Pin-679 323, holder of Extract of Admission 
Register with Admission No. 2187, date of Admission 
7-6-1973, issued by the Headmistress, A. M. U. P. School, 
Chelakkad, also known as Mammu in the Ration Card 
No. 2053005853 (SI. No. 4), issued by the Taluk Supply 
Officer, Perintalmanna, Electoral Identity Card 
No. HFS1263557, dated 18-10-2000, issued by the Electoral 
Registration Officer, Mankada LA Constituency, is one 
and the same person. Hereafter I have changed my 
name as Mammu Viralikkattil. 

This change will come into effect in all records 
related to me. 

Chelakkad, 

31-1-2012. Mohammedali, Viralikkattil. 
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NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Sheeja, T., 
Unniyambath House, Thelakkad Post, Perithalmanna 
Taluk, Malappuram District, holder of S. S. L. C. Book 
No. H 069935 with Register No. 414882 of March 1995, 
Birth Certificate with Registration No. 3319, date of 
Registration 21-5-1999, issued by the Registrar of Births 
and Deaths, Perinthalmanna Municipality of my 
minor daughter Fathima Sahla, and in the Birth Certificate 
with Registration No. ML-767, date of Registration 
15-7-2004, issued by the Registrar of Births and Deaths, 
Perinthalmanna Municipality, of my minor son 
Ali Ibrahim, also known as Sheeja in the Electoral Identity 
Card No. FQJ 3326725, dated 29-3-2003, issued by the 
Electoral Registration Officer, Perinthalmanna LA 
Constituency, in the Ration Card No. 2052064314 (Sl.No.3), 
issued by the Taluk Supply Officer, Nilambur and in the 
Birth Certificate with Registration No. 6752, date of 
Registration 4-9-2001, issued by the Registrar of Births and 
Deaths, Perinthalmanna Municipality, of my another minor 
daughter Ayisha Hina, U. and as Thekkathil Sheeja in the 
Passport No. H 8313104, date of issue 30-4-2010, issued 
from the Passport Office, Malappuram, is one and 
the same person. Hereafter I have changed my name 
as Fathima, T. 

This change will come into effect in all records 
related to me. 

Thelakkad, 

7-12-2011. Sheeja, T. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Abraham, M. R, 
Njalipilavunkal House, Kunnappalli Post, Perinthalmanna 
Taluk, Malappuram District, holder of S.S.L.C. Book 
No. 145612 with Register No. 260375 of March 1979 and 
Driving Licence No. 53/1804/1995, dated 18-1-2008, issued 
by the Assistant Licensing Authority, Perinthalmanna, also 
known as Abraham in the Electoral Identity Card 
No. FQJ1928811, dated 13-3-2001, issued by the Electoral 
Registration Officer, Perinthalmanna LA Constituency, in 
the Birth Certificate with Registration No. 255/91, date of 
Registration 26-3-1991, issued by the Registrar of Births 
and Deaths, Chungathara Panchayat of my daughter 
N. Litty Anna Abraham, and in the Birth Certificate with 
Registration No. 755/98, date of Registration 13-10-1998, 
issued by the Registrar of Births and Deaths, Angadipuram 
Grama Panchayat, of my minor son Libin P. Abraham, 
as Abraham, N. P. in the Ration Card No. 2053077250 
(SI. No.3), issued by the Taluk Supply Officer, 
Perinthalmanna, as Abraham N. P. Philiph in the PAN 
Card with Permanent Account No. AXOPA7770L, issued 
by the Income Tax Department, Government of India, 


and as M. P. Abraham in the Birth Certificate with 
Registration No. 700/89, date of Registration 5-8-1989, 
issued by the Registrar of Births and Deaths, Chungathara 
Panchayat, of my another daughter Lina Susan Abraham, 
is one and the same person. Hereafter I will be known by 
the name Abraham, N. P. only. 

This change will come into effect in all records 
related to me. 

Kunnappalli, 

9-12-2011. Abraham, M. P. 


NOTIFICATION 

It is hereby notified for the information of 
all concerned authorities and the public that I, 
Gopalakrishnan, P. K., Puthiyakunnath House, Chelakkad 
Post, Perinthalmanna Taluk, Malappuram District, holder of 
School Admission Register Extract with Admission 
No. 202, date of Admission 18-7-1977 of P. M. S. A. U. P. 
School, Ramankuth, also known as Gopalakrishnan in the 
Electoral Identity Card No. KL/05/032/081092, dated 
2-12-1998, issued by the Electoral Registration Officer for 
Nilambur Constituency, is one and the same person. 
I have embraced Islam Religion from Hindu-Menon 
Community vide Discharge Certificate Ref. No. 205, dated 
2-10-2010, issued from the Therbiyathul Islam Sabha, 
Mukhadar, Kozhikode with a new name Abdul Rahman, P. K. 
and will sign accordingly. Hereafter I will be a member 
of Islam Religion and will be known by the name 
Abdul Rahman, P. K. only. 

This change will come into effect in all records 
related to me. 

Chelakkad, 

30-11-2011. Gopalakrishnan, P. K. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, Akhilesh, M. T., 
Manikkoth Thazha House, Muttungal West P.O., 
Vatakara Taluk, Kozhikode District, Pin-673 106, holder of 
S. S. L. C. No. G 562660 with Register No. 491983 of 
March 2007, also known as Sarath, in the Birth Certificate 
with Registration No. 5156, date of Registration 29-4-1991, 
issued by the Health Officer and Registrar of Births and 
Deaths, Corporation of Calicut, known as Akhilesh, in the 
Ration Card No. 2161013050 (SI. No.5), issued by the 
Taluk Supply Officer, Vatakara, is one and the 
same person. Hereafter I will be known by the name 
Akhilesh, M. T. only. 

This change will come into effect in all records 
related to me. 

Muttungal West, 

9-1-2012. 


Akhilesh, M. T. 
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NOTIFICATION 

I, Sujatha, A. P., Kallil House, Perambra P.O., 
Koyilandy Taluk, Kozhikode District, Pin-673 525, do 
hereby notify for the information of all authorities 
concerned and the public that my minor daughter Ammu, 
holder of Birth Certificate with Registration No. 1746, date 
of Registration 5-10-1998, issued by the Health Officer 
and Registrar of Births and Deaths, Corporation of 
Calicut, also known as Athira Chandran, in the Extract of 
Admission Register with Admission No. 4580, date of 
Admission 14-5-2008, issued by the Headmistress, 
Perambra Higher Secondary School, Perambra P. O. and 
known as Athira, in the Ration Card No. 2160159715 
(Serial No.2), issued by the Taluk Supply Officer, 
Koyilandy, is one and the same person. Hereafter she will 
be known by the name Athira Chandran only. 

This change will come into effect in all records 
related to her. 

Perambra, 

11-1-2012. Sujatha, A. P. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Rooby Rahman, 
Kunnummal House, Payyoli Basar P.O., Koyilandy 
Taluk, Kozhikode District, Pin-673 523, holder of S. S. L. C. 
No. G 057298 with Register No. 467574 of March 2007, 
Election Identity Card No.NVX0100248 issued on 
12-8-2010 by the Electoral Registration Officer, Perambra 
L A Constituency and in the Ration Card No. 2160133790 
(SI. No. 4) issued on 24-12-2008 by the Taluk 
Supply Officer, Koyilandy, also known as Rooby in the 
Birth Certificate with Registration No. 527/91, date of 
Registration 4-4-1991, issued by the Registrar of Births 
and Deaths, Perambra Grama Panchayath, is one and 
the same person. Hereafter I will be known by the name 
Rooby Rahman only. 

This change will come into effect in all records 
related to me. 

Payyoli Basar, 

20-1-2012. Rooby Rahman. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Rahees, A. K., 
Ayanikkoth House, , Poonur, Unnikulam P. O., Koyilandy 
Taluk, Kozhikode District, Pin-673 574, holder of S.S.L.C. 
No. I 175129 with Register No. 455704 of March 2009, also 
known as Muhammed Raees, in the Birth Certificate with 
Registration No. 63/93, date of Registration 11-1-1993, 
issued by the Sub Registrar of Births and Deaths, Panangad 


Panchayat, and in the Ration Card No. 2160081423 
(SI. No.8), issued by the Taluk Supply Officer, Koyilandy, 
is one and the same person. Hereafter I have changed my 
name as Muhammed Raees, A. K. 

This change will come into effect in all records 
related to me. 

Unnikulam, 

19-1-2012. Rahees, A. K. 


NOTIFICATION 

I, Basheer Kolakkad, Kolakkad House, 
Thuvakkode P. O., Chemanchery, Koyilandy Taluk, 
Kozhikode District, Pin-673 304, do hereby notify for the 
information of all authorities concerned and the public that 
my minor daughter Fathima Jinna alias Fathima Dhimna, 
holder of Birth Certificate with Registration No. IIE3246/2000, 
date of Registration 5-10-2000, issued by the Health 
Officer and Registrar of Births and Deaths, Kozhikode 
Corporation, and Extract of Admission Register with 
Admission No. 2694, date of Admission 31-5-2006, issued 
by the Principal, llahiya Higher Secondary School, 
Kappad, P. O. Thiruvangoor, also known as Dimna 
Fathima, in the Ration Card No. 2160004809 (Serial No. 9) 
issued by the Taluk Supply Officer, Koyilandy, is one and 
the same person. Hereafter 1 have changed her name as 
Fathima Dhimna. 

This change will come into effect in all records 
related to her. 

Thuvakkode, 

9-1-2011. Basheer Kolakkad. 


NOTIFICATION 

It is hereby notified for the information of 
all concerned authorities and the public that I, 
Salim Purathiyil Puthiyakath, Purathiyil Puthiyakath House, 
Thalayad P.O., Koyilandy Taluk, Kozhikode District, 
Pin-673 574, holder of Extract of Admission Register with 
Admission No. 5414, date of Admission 2-6-1997, issued 
by the Headmaster, Government Upper Primary School, 
Abdurahiman Nagar, and in the Passport No. J 7617080, 
issued on 17-6-2011 from the Assistant Passport 
Office, Kozhikode, also known as Salim, P. P., in the 
Driving Licence No. 56/2296/2008, issued on 25-10-2011, 
by the Assistant LA, Koilandy, and known as 
Abdullah 1L Khayeri in the Birth Certificate with 
Registration No. 16/1990, date of Registration 22-1-1990, 
issued by the Registrar of Births and Deaths, Abdurahiman 
Nagar Grama Panchayat, and as Salim, in the Ration Card 
No. 2160151481(S1. No. 3) issued by the Taluk Supply 
Officer, Koyilandy, is one and the same person. Hereafter 
I will be known by the name Salim, P. P. only. 

This change will come into effect in all records 
related to me. 

Thalayad, 

18-1-2012. 


Salim Purathiyil Puthiyakath. 
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NOTIFICATION 

I, Indira, K., Vadakkepadathodi House, Vengalam R O., 
Elathur (Via), Koyilandy Taluk, Kozhikode District, 
Pin-673 303, do hereby notify for the information of all 
authorities concerned and the public that my minor son 
Akshay, V. P„ holder of S. S. L. C. No. K 543088 with 
Register No. 172876 of March 2010, also known as 
Akshay, in the Ration Card No. 2160001150 (Serial No. 6), 
issued by the Taluk Supply Officer, Koyilandy, and known 
as Adarsh, P., in the Birth Certificate with Registration 
No. VI/2467/95, date of Registration 23-6-1995, issued by 
the Health Officer and Registrar of Births and Deaths, 
Corporation of Calicut is one and the same person. 
Hereafter he will be known by the name Akshay, V. P. 
only. 

This change will come into effect in all records 
related to him. 

Vengalam, 

29-12-2011. Indira, K. 


NOTIFICATION 

It is hereby notified for the information of 
all concerned authorities and the public that I, 
Abdurahiman, P. P., Darunnajath House, Purakkattiri, 
Thalakkulathur P. O., Kozhikode Taluk, Kozhikode District, 
Pin-673 317, holder of S. S. L. C. Book No. A 660430 
with Register No. 70077 of March 1973, also known 
as Abdhul Rahim, in the Election ID Card 
No. KL/04/022/345469, issued on 27-11-1998, by the 
Electoral Registration Officer, Balusery Constituency, 
and known as P. P. Abdul Rahim, in the Ration Card 
No. 2159031593, dated 24-12-2008 issued by the Taluk 
Supply Officer, Kozhikode is one and the same person. 
Hereafter I will be known by the name Abdul Rahim, P. P. 
only. 

This change will come into effect in all records 
related to me. 

Thalakkulathur, 

5-1-2012. Abdurahiman, P. P. 


NOTIFICATION 

I, John T. Paravara, 6/209, Paravara House, Krishi 
Bhavan Road, Ramanattukara P. O., Kozhikode Taluk, 
Kozhikode District, Pin-673 633, do hereby notify for the 
information of all authorities concerned and the public that 
my minor daughter Liya John, holder of All India 
Secondary School Examination Certificate S. No. S.S.E./ 
2010/0387214, with Roll No. 4164692, issued on 
28-5-2010 by the Controller of Examinations, Central 
Board of Secondary Education, Delhi and in the Ration 
Card No. 1732007851 (SI. No. 9) issued by the City 
Rationing Officer, Ernakulam also known as Rita John in 
the Birth Certificate with Registration No. 379 date of 
Registration 16-5-1994, issued by the Health Officer and 


Registrar of Births and Deaths, Corporation of Calicut is 
one and the same person. Hereafter she will be known 
by the name Liya John only. 

This change will come into effect in all records 
related to her. 

Ramanattukara, 

9-1-2012. John T. Paravara. 


NOTIFICATION 

1, Sunrag, I. S., Thiruvoth House, Puthiyanirath, 
Elathur P. O., Kozhikode Taluk, Kozhikode District, 
Pin-673 303 do hereby notify for the information of all 
concerned authorities and the public that my Caste which 
is wrongly entered in the S.S.L.C. No. G 237380 with 
Register No. 455011, of March 2007, as Hindu-Mukavar is 
corrected as Hindu-Valan Vide Community Certificate 
No. K.dis. 66489/11/K1, dated 30-12-2011, issued by the 
Additional Tahsildar, Taluk Office, Kozhikode. 

This correction will come into effect in all records 
related to me. 

Elathur, 

10-1-2012. Sunrag, I. S. 


NOTIFICATION 

I, Midluin, T., Thalayambalath House, Ramanattukara P.O., 
Kozhikode Taluk, Kozhikode District, Pin-673 033 do 
hereby notify for the information of all concerned 
authorities and the public that my Caste which is wrongly 
entered in the S.S.L.C. No. G 228240 with Register 
No. 460654 of March 2007, as Hindu-Thiyya is corrected 
as Hindu-Nair, Vide Community Certificate No. K. dis. 
Kl-63610-11, dated 24-12-2011, issued by the Additional 
Tahsildar, Taluk Office, Kozhikode. 

This correction will come into effect in all records 
related to me. 

Ramanattukara, 

10-1-2012. Midhun, T. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Faslakh, M. K., Melekalam House, Alii P. O. Mukkom 
(Via.) Kozhikode Taluk, Kozhikode District, Pin-673 602, 
holder of S.S.L.C. No. C 136564 with Register 
No. 227868 of March 2003, also known as 
Faslakh Melekalam, in the Passport No. F 2436288, issued 
on 17-2-2005 by the Assistant, Passport Office, Kozhikode, 
and known as Fasalakh in the Election ID Card No. 
JPY1934561, issued on 1-3-2004 by the Electoral 
Registration Officer, Thiruvambadi LA Constituency, and 
as Fasal Haque, in the Ration Card No. 2159076060 
(Si. No. 4), issued by the Taluk Supply Officer, Kozhikode 
is one and the same person. Hereafter I have changed my 
name as Fasal Haque, M. K. 

This change will come into effect in all records 
related to me. 

A1U, 

13-1-2012. 


Fasuakh, M. K. 
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NOTIFICATION 

I, Geetha, P., Punathil House, Nanminda P. O., 
Kozhikode Taluk, Kozhikode District, Pin-673 613, do 
hereby notify for the information of all authorities 
concerned and the public that my minor son Dhipineeth, 
holder of Birth Certificate with Registration No. XII/18257/ 
2002, date of Registration 1-11-2002, issued by the Health 
Officer and Registrar of Births and Deaths, Corporation 
of Calicut, also known as Deepith, C., in the Extract of 
Admission Register with Admission No. 1001, date of 
Admission 30-5-2008, issued by the Principal, Saraswathy 
Vidyamandir English Medium H. S., Nanminda is one and 
the same person. Hereafter he will be known by the 
name Deepith, C. only. 

This change will come into effect in all records 
related to him. 

Namninda, 

30-12-2011. Geetha, P. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, Rasheed, P. T., 
“Busharas”, 14/303, Akkara Paramba Ennappadam, 
Kallai P.O., Kozhikode Taluk, Kozhikode District, 
Pin-673 003, holder of Extract of Admission Register with 
Admission No. 11629, date of Admission 21-5-1977, 
issued by the Principal, G.V.H.S.S., Kuttichira, also known 
as Ellias, in the Election ID Card No. KL/04/025/057215 
issued on 27-7-1998 by the Electoral Registration Officer, 
Kozhikode-2 Constituency and known as Iliyas, in the 
Ration Card No. 2158011928 (SI. No. 4) issued on 
24-12-2008 by the City Rationing Officer, (South) 
Kozhikode and as Ellias Puthiyathoppil Thoduka, in the 
Passport No. K 0522321, date of issue 14-11-2011 by the 
Assistant, Passport Office, Kozhikode is one and the 
same person. Hereafter I have changed my name as 
Ellias, P. T. 

This change will come into effect in all records 
related to me. 

Kallai, 

18-1-2012. Rasheed, PT. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Silpadas, C. S., “Sisiram” House, Near Government High 
School Beypore, Beypore P .0., Kozhikode Taluk, 
Kozhikode District, Pin-673 015, holder of S.S.L.C. 
No. E 012066 with Register No. 430362 of March 2005, 
also known as Shaila in the Birth Certificate with 
Registration No. 141/1990, date of Registration 19-4-1990 
issued by the Registrar of Births and Deaths, Edavanna 
Grama Panchayath, also known as Silpa Das, in the 
Election ID Card No. XJ00102467, issued on 16-8-2010 
by the Electrol Registration Officer, Beypore LA 
Constituency and in the Ration Card No. 2159000628 
(SI. No. 3), issued by the Taluk Supply Officer, Kozhikode 
is one and the same person. Hereafter I will be known by 
the name Silpadas, C. S. only. 

This change will come into effect in all records 
related to me. 

Beypore, 

31-12-2011. Silpadas, C. S. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Shina, K. R., Chaithram House, 5/1557, West 
Jawahar Nagar Colony Road, Eranhipalam P. O., 
Kozhikode Taluk, Kozhikode District, Pin-673 006, holder 
of S. S. L. C. Book No. F 165783 with Register No. 433385 
of March 1993, Marriage Certificate No. 000671 with 
Register No. 274/2006, issued on 15-2-2006 by the 
Secretary, Guruvayur Municipality, also known as Shaina, 
in the Duplicate Election ID Card No. MLB 1329408 
issued on 15-12-2003 by the Electoral Registration Officer, 
Kozhikode-1 LA Constituency and known as 
K. R. Shena in the Ration Card No. 2157005963 
(SI. No. 4), issued by the City Rationing Officer, (North) 
Kozhikode and known as Shina Prabhukumaranunni in 
the Passport No. J 1163982, issued on 3-2-2011 from the 
Assistant Consular Officer, High Commission of India, 
London is one and the same person. Hereafter I will be 
known by the name Shina Prabhukumaranunni consequent 
on my marriage. 

This change will come into effect in all records 
related to me. 

Eranhipalam, 

31-12-2011. 


Shina, K. R. 
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NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Aji, K., Kannanthara House, “Reena Nilayam”, 
Vydiarangadi P. O., Ramanattukara, Kozhikode Taluk, 
Kozhikode District, Pin-673 633, holder of S. S. L. C. 
Book No. D 386507 with Register No. 101028 of 
March, 1983 also known as Ajith Kumar, in the Election 
ID Card No. KL/05/026/354004, issued on 6-8-1998 by the 
Electoral Registration Officer, Beypore Constituency and 
in the Ration Card No. 2159149746 (SI. No. 4) issued by 
the Taluk Supply Officer, Kozhikode is one and the 
same person. Hereafter I have changed my name as 
Ajith Kumar, K. only. 

This change will come into effect in all records 
related to me. 

Vydiarangadi, 

29-12-2011. Aji, K. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Thomas Antony, Alapatt Palathingal House, 
Nadakkavu P. O., Kozhikode Taluk, Kozhikode District, 
Pin-673 Oil, holder of All India Secondary School 
Examination 2005 Mark Statement S. No. 756482 with Roll 
No. 4128358 dated 24-5-2005 issued by the Controller of 
Examinations, CBSE, Delhi, Election ID Card 
No. YTA0032607 issued on 6-10-2008 by the Electoral 
Registration Officer, Kozhikode North LA Constituency 
and in the Ration Card No. 2157028947 (SI. No. 5) issued 
by the City Rationing Officer (North) Kozhikode also 
known as P.A. Thomachan, in the Birth Certificate with 
Registration No. 1688/88/5e date of Registration 6-8-1988 
issued by the Registrar of Births and Deaths, Trichur 
Municipality is one and the same person. Hereafter I will 
be known by the name Thomas Antony only. 

This change will come into effect in all records 
related to me. 

Nadakkavu, 

2-1-2012. Thomas Antony. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Saneesh Raveendran, Puthiyandi House, Kadalayi P. O. 
Kannur Taluk, Kannur District, Pin-670 007, holder of 
S.S.L.C. No. E693040 with Register No. 379353 of 


March 2005, Election Identity Card No. UXK0314716 
dated 29-6-2011 issued by the Electoral Registration 
Officer, Kannur LA Constituency also known as 
Mandan Saneesh Raveendran in the Birth Certificate with 
SI. No.77/90 date of Registration 6-2-1990 issued by the 
Second Secretary (Con), Embassy of India, Muscat is one 
and the same person. Hereafter I will be known by the 
name Saneesh Raveendran only. 

This change will come into effect in all records 
related to me. 

Kannur, 

29-12-2011. Saneesh Raveendran. 


NOTIFICATION 

It is hereby notified for the information of all 
authorities concerned and the public that I, 
Bhargavi Midangottil, Bhavesh Nivas, Vayanthode, 
Mattanur P. O., Kannur District, Pin-670 702, holder of 
S.S L.C. Duplicate Book No. D 707515 with Register 
No. 39752 of 1983 March, known as Beena in the Election 
Identity Card No. KL/02/011/003422 dated 16-10-1998 
issued by the Electoral Registration Officer, Edakkad 
Constituency is one and the same person. Hereafter I 
have changed my name as Beena Midangottil only. 

This change will come into effect in all records 
related to me. 

Mattanur, 

21-11-2011. Bhargavi Midangottil. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Sreejith, K., “Ushas”, Olayikkara, Pachapoika P. O., 
Thalassery Taluk, Kannur District, Pin-670 643, holder of 
S. S. L. C. No. G 550127 with Register No. 510207 of 
March 2007 Election Identity Card No.WJ00190272 dated 
29-8-2011 issued by the Electoral Registration Officer for 
Dharmadam LA Constituency, also known as Sreejith, V. C. 
in the Birth Certificate with Registration No. 4130/1/1991 
date of Registration 20-8-1991 issued by the Registrar of 
Births and Deaths Health Inspector Gr.I, Thalassery 
Municipality is one and the same person. Hereafter I will 
be known by the name Sreejith, K. only. 

This change will come into effect in all records 
related to me. 

Olayikkara, 

18-11-2011. 


Sreejith, K. 
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NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Jithin Raghavan, Indeevaram House, P. O. Chokli, 
Thalassery Taluk, Kannur District, Pin-670 672, holder of 
S.S.L.C. D. No. 479143 with Register No. 316122 of March 
2004, in the Election Identity Card No. UQF 0129700 dated 
9-9-2010 issued by the Electoral Registration Officer, 
Thalassery LA Constituency, also known as Jithin, T. K. 
in the Birth Certificate with Registration No. 669/1/1989, 
date of Registration 26-4-1989 issued by the Registrar of 
Births and Deaths, Health Inspector Gr. I, Thalassery 
Municipality is one and the same person. Hereafter I will 
be known by the name Jithin Raghavan only. 

This change will come into effect in all records 
related to me. 

Menapram, 

9-1-2012. Jithin Raghavan. 


NOTIFICATION 

I, Gireeshan Karayi, Arikkothan House, Swamikkunnu, 
Dharmadam P. O., Thalassery, Kannur District, do hereby 
notify for the information of all authorities concerned and 
the public that my minor daughter Shmna, K., holder of 
Birth Certificate with Registration No. 1627/95 date of 
Registration 16-5-1995 issued by the Registrar of Births 
and Deaths, Health Inspector Gr. I, Thalassery 
Municipality also known as Aparnna, K. in the S.S.L.C. 
No. K-038964 with Register No. 139304 of March 2010 and 
as Avamna (SI. No. 6) in the Ration Card No. 2367141676 
dated 24-12-2008 issued by the Taluk Supply Officer, 
Thalassery is one and the same person. Hereafter she 
will be known by the name Aparnna, K. only. 

This change will come into effect in all records 
related to her. 

Dharmadam, 

2-1-2012. Gireeshan Karayi. 


NOTIFICATION 

I, Pathu, K., Puliyankodath House, P. O. Nidumpoyil, 
Thalassery Taluk, Kannur District, Pin-670 650 do hereby 
notify for the information of all authorities concerned and 
the public that my minor daughter Nabeesa, holder of 
Birth Certificate with Registration No. 1302/1996 date of 
Registration 2-12-1996 issued by the Registrar of Births 
and Deaths, Special Grade Secretary, Keezhur-Chavassery 
Grama Panchayath also known as Najma, P. K. in the 
extract of Admission Register with Admission No. 4094 
date of Admission 18-5-2009 issued by the Headmaster, 
Santhome Higher Secondary School, Kolakkad is one and 
the same person. Hereafter she will be known by the 
name Najma, P. K. only. 

This change will come into effect in all records 
related to her. 

Kolakkad, 

27-12-2011. Pathu, K. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that, I, 
Vijeesh Pavithran, Meethale Chalil, West Nidumbram, 
Chokli Post, Thalassery Taluk, Kannur District, 
Pin-670 672, holder of S.S.L.C. No. G 021265 with 
Register No. 519864 of March 2007 and in the Election 
Identity Card No. UQF 0179838 issued on 15-1-2011 by 
the Electoral Registration Officer, Thalassery LA 
Constituency, also known as M. C. Vijeesh in the Birth 
Certificate with Registration No. 1434/1/1992, date of 
Registration 10-4-1992 issued by the Registrar of Births 
and Deaths, Health Inspector Grade I, Thalassery 
Municipality is one and the same person. Hereafter I will 
be known by the name Vijeesh Pavithran only. 

This change will come into effect in all records 
related to me. 

Chokli, 

2-1-2012. Viieesh Pavithran. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that I, 
Prathikaran, C. P, Cheeluparambath House, P. O. Kariyad 
South, Thalassery Taluk, Kannur District, Pin-673 316, 
holder of S.S.L.C. Book No. G089616 with Register 
No. 65391 of March 1994, also known as Pradeep in the 
Ration Card No. 2367025098 (SI. No. 4), dated 24-12-2008 
issued by the Taluk Supply Officer, Thalassery is one and 
the same person. Hereafter I have changed my name as 
Pradeep, C. P. 

This change will come in to effect in all records 
related to me. 

Kariyad South, 

21-8-2011. Prathikaran, C. P. 


NOTIFICATION 

It is hereby notified for the information of all 
concerned authorities and the public that, I, 
S. Babu, Kochanad House, Kalanad P. O. , Kasaragod 
Taluk, Kasaragod District, Pin-671 317, holder of S.S.C. 
Book No. A. 318506 with Register No. 256191 of 
March 1987, also known as Saleema in the Ration Card 
No. 2468062462 (SI. No. 10), issued by the Taluk Supply 
Officer, Kasaragod is one and the same person. I have 
embraced Islam Religion from Hindu-Pulaya Community as 
per duplicate Discharge Certificate No. 814/91 dated 
25-1-1991 verified and renewed 29-9-2011 issued from 
Maunathul Islam Association, Ponani with a new name 
Muhammed Saleem and will sign accordingly. Hereafter I 
will be a member of Islam Religion. 

This change will come into effect in all records 
related to me. 

Kasaragod, 

16-2-2012. 


S. Babu. 







